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(3TT^), 

. 

, o 

3T^f^ URIumsI [HHRrlRsId ^ : 

(1) yHlfuid ^sm t %...*.-...^ ^ 

.^ ■HKdl4 srfRf^, 1956 ^ RKl 11(2) ^ SRFfcT RMcliyikI t t 


^2) TF?4 ^ ^ 4^ ■R?8IT^'^ 

(3) T(R 4 4 31^ ^ ^TWpif ^ : 

(4) TFHT TTq ^ RTi^^sbR '4' ^1^1 tM ^ : 

(5) T^R 4 4 T^H wVHipHn ^>4 4 ■’JR ^ 

'V.^ RTR) ^ T^R 4 4 TTR RT^R^ Rlf^ 31% ^fRcH Rit RRTRR 200/250 ^ 

3n%3 f^ t I 3RR1R RK ^RFt ^ f%R Ri4 4 RTRTct^.*.TRRJR ^ f%R %RT i % T^R 4 4 3^ 

RT^RRRT Rfl Rlf% 31% ^TRcH R^t R^TRR 200/250 4^* RJ4 4 3IT%R7 R7t d{pfRl4dl 3IRPI-RR RIRt ^TRT RfFT I 
yRlfuid RTRT 

(R7) f^ ^ 4 Rq 4t ^ m<R*R 4f Rlf% 31% r 4 RRIRR 200/250 Rtt' RRRl ^R^l4 t I 

(^) .('%PTRRRTR) ^T5RRtRt't?RRI^RR?R^‘RTf%3% ?RRn RjtRRTRR200/250 4^RRRr^RR?T4il 

(R) ^%r4rTR .. %R(t4f%4TnR 3T«RNR,1%4'RiI'R^...tl 


(R) 3%^ 3rf^ R%f R^ 439^1 RH 4 rR. t\ 

(^) f%4‘ RJt 3ITRg%t RR 4 r?T. % t I 


(R) 3T«Rm 31FRIM RJT TT^JRRRT t I 

(^) .(T%H RR RIR) 4 3T%RR f%4' RJt 3%^ A’ R%f R5T 3%?r f%4' rJI 3TTRg^ RR 

ste t%5F 9 2009 R?t 3rf%^ 4 3Rnf(T RRR 4 TRRR RRT “ 37IRRR RT 3rfWJT RTT RRT 

RT ■y^RcR Rl^RRTR (3T«RRR RT 3%^ 4 'Hldcb1rf< RT^RRTR ^tI^cT) %cTR StW 3T«TRR RI 3%% 4 RT^RRTR 

(3TtRRR RT 3%8TTR 4 ■HRTR%3 RT^RRJR R%cT) 31% ^TRcTT R^ ^rfRRRTR^, 2000’’4 3TR4r t%; RT^ 

R?R r 4't I 

R? 3JRlFj|d f%[l RTRlt RRdtR 3TT5f%TR RftR\4 RR^'4 ST^RTT RT^RRJR 4 3TRR%RT ^ ^ 
3Tt4rR> 4 t%>R Rit f%jR 4f 43 ^Ir R^R 'SRT.RR Rlfe^ Odi 1% 3^1^ TF^T RTRiR, ^s}<i RTR>K R)I 3T5RfR 

'R%R <Jh 4«K1 RT^RRiR 4’ R% RR R^ t% R>t F»i^«\iO %ft I 

rr4^, 


(R^ tjtTrrrtI 4 " 

■^.RJ. (■^.fR.) tf. T^.3TR.RR. R%RT5, RfRR 

[f%TRR Ill/4/100/10/3TRi.] 

RT^ ■fewoft : 3IRH 1¥RRRT%t RTRR: “ 3TGIRR RT 3%^ RR r 4| RRT RT TtRd< m<4*R ( 3T«RRR rt 3lf%TR 4 Hld4)%^ 
RT^RRR? R%R) %?TRT 3?k 3TaTRR Tn 3%^ ^ RT^RRTR (3TmR RT 3%^ 4 HldR>ld< RT^RRRT 
. Rfl^)43I% ^TR?nR^f¥RRRTR^, 2000” RRR4R^5rRR4RPT-ni,RTR4'4‘RTRTtR 3ngf%HRf^^ 
f%Rr 14 3TW, 2000 RT^ SrftRJRRT RT§m 34(41 )/2000-4^. 4 3T%T f%RT 7 3TR^, 2000 r 4 3IRnf% Rft 
R| Rt 3Tk % RIRltR 3TTgf%H RftR^Rjt 22 Rt 4, 2005, 29 2008, 23 fRdW7, 2009, 9 f%3RT, 

2009 3ftT l 1 ^5R%, 2010 RJt 3TfR^J^ 4 3RRfR %tfRR 1%[T RRT RT I 
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arriffirFf -Tf^ 

^ f^c^, 16 ar^cT, 2010 

HT.aiT.'q. 35(l)/98-^.(ii)/3492.-m^ SfTgfeFT 3Tf?lf^. 1956 (l956 ^f>T 102) ?f?r ^IRT 33 

gT?T ^ fi?. wtfm ^ srrto if vei^^Ki f^ri=#iteT 

1. 5) aik «TW0| : ^ ^ “yf^ ^ 200 cfiRad! ^ 

■?T^ OfkikFT) 2010” ^ t 

(li) ^ A v5^ y?r ^ ^ t 

2. fclPWf# W\ vjt?^ ylcT cl^ ^ 200 ^ 

. 3ik ^ksTFT ^ ^ 3lk 3F2IFFT OFFcmicff ^ aTTcTR? ^ ?T^, e^ 

. fcr»TFff 3ik amcTTcTf ^ (3?K?m sik kFrfkcr 1 1 

3. ^ 200 ^Tfeeff ^ fkt? Uc^ Af^c^'d cFT^ 3fk 3n^f%FT #f€TR ^ |>^f^R§[c1 
fcCHFr slO, ^i+cf; 

(1) ’TF^ ?r^~teFf fcFrnT . 

(2) fWr 



(4) ^-teFT 

(5) ■^^vj?|c]—^5tH fcJJTFT 

(6) ^-fcTsTR fcTHFT 

(7) 45kkich fllWT 

(8) ^fekFT fcTHFT 


(9) 

(10) eTTeRFr-f^FT f^FTFT 

(11) FFfM^^oBTf^WT 

(12) ^zF-teFT, ^ ^ toFT ^ 

(13) d'^f^ch ^ ?cRFtr im fcFTFT . 
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(15) , 

(16) f^mFT 

(17) fcmpT ■ . 

(18) ^ . . 

(19) fcT^TFr- 

(20) ^ ^ ^-%TPr fcmFi 

(21) ^ f^nrFT ■■.. 

fcr»TFft' ^ sierra, f^rf^ ^ ferfr/ 

HIO'4fP+i TfcTP^ cjlel ^rscr>el ^leivTil/ 8ir§f95lM ‘^■STFTt Zfy 

TTf^TH 3T?^IH'1 TT«i^ 3ncR7fcf?cfn^ 3f^ vji'iai ^ "^Sfr 

3^ic|!^ijcbdi^’ ^ cR^ ^ 3 ht fcmrn- ^ f i 
4: . Tf 200 ^ cRf^ 3fh?’ srrgR'^i'^ 

#?STPT eTSTT 3RZrm ^ raPlilHl’ ^ TTRT TfeP^ pF^: 

II 3fl^ .III ^ ^sn^jfeerfecT 3?«im 3lk cTcF>%F?r ^ 

3TTmTT TfSTT fcr^Ty ^ | 


^rS45 ei ^T^'5T sftr ’^ 6|«€ 

SrOIFTri' ^ ^FSJRT 

^.1 TIFTT^: 

^.1.1 

^ (sr^^TcH^, 3fh? ^F>Ry) ^ 

ftsRT ^fec|>c1 cRT^XJft ^ ^Cscf^el ^-24 m 1 ^ ^'I'Sc^'i, 3T^ cp^c^vTi TR 

'3f[5{%PT ^ ^ 25 ^ '^cht<^47 ^ -R-ei?! ^ I 

^ T-eTH, ^ ^ ^ 25 ^ 

3TI^ t, R^cfk VjiHvrilcfiiJ gcjf^ wff 3k ' 

31^^ k^klN ^krpp't, ^ ^ ^ 

' XRT t, w ^ ^ 3lfe) ^ ^ 3k ^ ^ ^ ^ 

^ 10 ^ 3rf^ ^ ^rti ^icfkf, 


^•^Tlr-'-^ 
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^ ^ ^>Wcbldil 

cmc^vjl ^ ^ ^ 6Vll, ^ 10 ^TT I 37^ 

'JiMI Wlf^ I 

cTSnft, slk T ^ 5^, CFT#^ 3fl7 

^rf^cbd cH.rddl ^ 3TfRlcr ^ f^ arg^m 

T?t?>Tj3fR/W^3TTt, €t ^fTT^ cfTf^, 

3TSfqdld, 3]ic|!'rfllf ^Ic5>il' Sjt? ^’TcFT ’TR^ ^ RPli^HIcjcfl ^ 3fg?TR 

srtfSm 3Rr STcl'H^dHI ^1%^ 3MgTt7 3TW^ 3rtfeT ^ f^rf% 

mf^icf>T^ ^ 3r3^, srg^RT xtt?>it3ti^/ ^ 

^ ^ ^ 10 ^ ^ I 

^.1.2 Mi^lldPlcJ) : 

whrrJ/ ^ ^ chiii!dii (36 ^ ■?^F?? ^ar (54 ^ cf>f^ 

^ar (so ^ 3i^fiaT^ ^ar (10 ^ (150 

^ w (100 ^ TOTEf^ 

^ 3TOT-3TOT ^ar (200-200 ^ (400 ^ 

^i¥f^) ^ 1^ WOT vJTFRT I 

a6.1.3 : 

TR^ cf>[^ ^ 3Tiy(c[^R ^ W 

>HciHiT ^ ^ fcRTWiaT 3jk 3RzraT c^‘^ ^ yEjMi^i4/^ ^! 

^ ir^. 1Wr qrg^Tjf^ 3ik yf^rar^ 

cfji^fFTt ^ sM, 3igwR ^9 tt 3p^ 3{cfq^Prcf> -m^ ^ ^ ^ 

I :!TF 3RT:f^mFfR ^ 'Hifer<^!ij sjk 

RdRcbl ^Idlf^chd 3Tmtf^ ^)^l ^ ^ ftilpld WT ^ 

^r sTfcri^ srg^RTR ^arr ^uf^ #fr 1 

^. 1.4 cf>4li| g^^TcRTc^ : 

^ c]ldig4^feic1 g^^TcRTeR (3200 ^ 4te^) ^ ^ f^ 

cRT ^ cfR 400 W[4l ^ fef^ cf^ oqcRerr sft^ 3T^t Mcf?|^^| cTSTT '(iclld’l 
oqcRSTT 3jk g^ ^ ^ cTSTT ^ ^7^-STT ^ I 200 

^ 3t^ ^ ?R^ ^ cfjTRT 3^ 200 y>r4l ^ feiy ^T^'i ^ dW ^ 
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j WH 15000 3^ 3^7 ^ i 

fcfj^ ^ ^lelviT ^ 3^‘^'t ^ w ^ ^ cirf^ srmN- "qR 

3T3^TeRT: ^ 100 ^ R^-fcT^ 

vjRfe 3ft^ ^ 3TmN tR vHTT^i -34 

3??2Tm ^ Pfc^ ^xfi'chl' ^ yf^ c^t 10 ^ I 

Pl^l^RsId ^ ^:- 

40 ^T%wt yTxRI^; . 

J^^chl^'^IvarST 3flR 3T^ %[t. cTTR^; 

^'4d - . 

yf^ ^ ^gfersfr yr^Ri; 

c 

^rfefr 3fiR c^ ^ (cttst^t); . , • ^ 

25 ^ RfT^ Wr 3fR ^ RT^d 

cjlcligcj^feld cR3j^ ci^ar I 

^^uff ^ yfr^TeT yRfrwcnR #?t ^n%R 3ftR ^ yf^R-j^ ^ aiwnRf 
^ ykftPt^ 3mT^ xrrfly | f-g^irichic^ij ^ -srcR-sTr ^ ^ l 

^. 1.5 ctn^yRi farter •: 

RRSTH ^ ^ ^ oqi^H fsliySR, yf^: yrdT^ch^feTcT, 

^ yty oUlvls^'td f^Ti^ 240-240 ^5T^ ^ ^ aTOT ^ sfR 

w 500 ^ ^ aPTdT yreTT tr3T I ^ 

yK^^. Rcn^ rct ;?fr # sfiR rr? Ri^jhii^ld Rrft?T wfy 

RjR ^ 3ny?yy> 3^-a^cy RI^TW RfWRy '^JReW RTT^ I RPft IcmFff 

^ c^TRsOH fs^R^ ^ WT ^^^yieT, yyiR RR cfRl}~c&'R c^ 3TgRfR 
RTTRRTI t-R)aTr ^J?r ,cR^-&rr '"^l cZIRsOTR Rleff ^ STtZlTyR' ^ 

^-y^arr/cTRdf^ R^arr ^ rrtctrr y?t R;fcf^ #?r RiftR 1 Ry> 

^ stRR srq^ ^ ^ 4 1 

Rj. 1.6 RTRiRN/Rfrarr ^ : . . 

sTfey? ^ 3Tf^ ^ XR 1600 ’frsR rr rr? RRPTR-R-Rfrarr ^ 
#nTi ■ ■ . 


y>. 

R. 

R. 




[ vm III—13^134] 


VTT^'3)1 TTinr? : 3TOTyr^TJT 


cp.1,7 4>1e)illl^ch Z{^m : 

^ '^rflcr 4>kVjif^cij 3fK sgHFT, ^ wr. 

cf)T4 # ^ ar^i ^‘^ 145 r'i' ^ 

lT4!^Wl‘ ^2TT ^ ^^TIW I #? 

hiv3'R‘^i ^ ^smpfr 1 

■^j.lS cf?l4^llell : 

^ ci)i4:^iidT f^m^r 4n^ alk siwciidf ^ ^c^44l4)ei 

3ftY CTS^T ^ ^gfcOT? ^ftl 

zftrqcTM^ uH^ t 

^.1.9 ^ : 

fciTTT%i ^ srg^OT, ^ ^ ti * 

irgTj^ C^ 31c^, ^3Tt ^ Ml4)f^cb Cf^ ^ cfTT^J^ TTM 1^ 

^.1.10 WT4? 

^ R'W^')’ 4?r ^ arjqicr ^ ^dwef^ ^i 

f54>^d: vi^ gnr ^ ^ ott^ 

v^Mcl^tT 0^14 ^ >M<4>cll ^ 1 

^.1.11 Rff^oFlT f^m : 

IcTwr 3fu sre^TFH ^ ftraRT ^fRrm >rTPTtft 4^ tg ^ 

RiRh'^Hi ftrarr ^4^ ^ tcmFi i 

^.1.12 STgff^TR cr)l4 : 

f4wn ^ srj^ fcT^TFI v3Md^ cfRRfT ^IC!^, 

^ fertile gflR^d ^ 3TgH?TH ^ c^ 1^ v5M^Tt> ^3W?^ ^ 

3fhr feRT^ f3ri||cf>^(4f ^ f4^R 4R^ ^ i 

^.1.13 ^teci^ , ’ ' 

'^6cix! ^^3ft, ■?FRcr?7 3fk ^ ^’^(d ^ 3Tg»TFf[, 3I'^4dld][' 

#? c^T^ ^ 41^ 3fk 6^ 3TqT^ ^flflcT ^d’^H cfRTm 

\ 

^.1.14 ^ ^I^IH^IIdl : - 

#? ^ 3fk Ojl^Hijlld l ^! ^ 

■ilV^cliyikl ^TTW^ 3Tg^^ 'l^d4^4 &4l4>dlM)' 3ff^ cjft 
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cp.1.15 : 

3iT^ ^ ^ ^msm # arw s'nWt 

^ ^ arawt ^ 1?i^ 

* 

^.1.16 WSEJeff uid 3TFjf^ : ‘ 

31WH (■^ #? cich’flch'l ^ 3r^ W?j ^ 

3jic|j^iichdij>HK ^ ^ 

.^^PTN- ^ 1c^ 3M^) 0^ ^ ^ ^gfcl^JTTT ;3W£T 

I M czjcR^ ^ 

^1 

^.1.17 : 6 (y?^ 300-300 ’fTe^ ^1^) 1%^ 

WT ^ ^3Try^i y^ ^ ^ ^ 

yy ym ^yew yyjRTT I yyy y^ y^ yo^y? yr "^^ty 

^ OT ^ sfk :y^-3RTy yyyyr ^ryf^r ^ i ^ yytyyTTefi^ ^ ^ 

15 yff ^yy^ yy yy>-yy^ tyrfr y^ar ^syym yyyyr ynyyi i 

^ yyryyTTerfy f^pr^ ^ yp^ yy 120-120 yff fnnr 1 

y^tryyiiTyy3ff yy ■^^^cpypi, "yigl^yi f^yryt 

'3>cici:>—R]^Iy sfty y^yy? "^ryfct^TR, yfty^yryy ofly ^yrf^y? 3ftyy—Ri^iid, 
^?#ry-fcr^ afty ^-fcrwy, ^ayyfty-fcrfrry ym y^^PicTr ^f^Rny fciypfi 
^ yy Tiyyy 1 1 
3Pjytyy i;iy)J!!^iidi 

■^f^y>ei yy^ ^ ^yy?^ ^ yy> c^^ry yytwyn yfr 

yy^ ^ ^ ^ Rpyy^ ^ BPfr 1 yluj^yi yy^ ^ y^ ^ 3tyy y^twey 
yy^ 1 ^cpcT yy^ ^ yyyfy^-^yyy^ ^yRrt^ i 

y^.1.18 Rifi^-ii ftray ^yyf ^ spyryy^ yy yRrsyy: 

1xrf!jy^ %ay ^yy^ ^ ^ yftrayy y?r aryRr yy? -^yw ^ 

yyiy?y y^ ^yw yyy^ i 

y?.i.i9 ypM yftrayy ^ : 

ypfe ^y>‘d yy^ ^r. ^ygyrypg^ yisrl^ ^yy^ ^sfh? 

Tn#y ^ygyry c^ f^ ypSH ^yyrfe ftray ^ y^r yRifer y>^ ^ 
feiy, yy^ ^ ity ^ yyrmRfy?, Rry^ ^ yy? yp?py yRrayy ^ 

Ftyr I y? yy^ ^ 30 f^.^. # aiy^ yr yy? ^ 





»TRrT ^ TTinT? : 3TFraRUT 


irr^ ^ ^ ^1 I^raTSff .?T9TT SfTcIT# >^|ckix'T ^ ^ 

^gtosfr ^ ^ 3T^-3TOT sncTT^ c^cR^ 

■qjrf sfk ?T9TT ^rf^aFT [^iJIcbdlM ^ ch^Plcfl 

fcT^rPT IKT mRcI^H cq^«lT 3lh ^ c^ fcT^q) cfRT^ 

vMiq^fl I 

^.2 

(1) ^f^^TTT-t^lTPT 

(^) oLllvlslIH ^.15 C^ 

S ■ ■ S 

(^) ^ 8 T - cj^RiijX qWche’x!, ^cfrfcKJH, 

fcTfeqt 3 fr? 3 RJ ^ ^ irq^r q^ar (75-75 

■^) ^ cRFf ^ ^ 60-75 W[^ ^ WR Vjq^ cRRTT W ^ I 

(t[) fcRi^^ «n7' cRT cf>Tf 200 Wl-pfl ^ ^^STFT viMel^ cfRT^ ^ 

fcT^^ ?TcT ( 400 . c|jf4le>! ^) ^1 ^ v5%T ^RI^m-oqcRaTT ^aflcT, 

q^uiR-e sfh? cifriR: ^ ^ cncrrgc^f^ tr^ 1 wr^f 

^ Tqcf> '?t7jy^ f^Rfif -<5ffcfR sft? ^ ^ srf^ ^ 1 ^ 

' sTeqrcR ■<swM ^ 1 (12 ci4^e>i ^ &5 tw c[Tc^), 3 

^ ^ WT (q^ 3 ^ cfjT 3ft^ 15-1.5 cpf^fe? ^) sff^ 

20-25 ^ ^ (20 ci44ie^! wr) ^ 

^1 

(^) : org^H f^ ^ sg^r^TH y^itwerT (50 

#fr I 

(^.) >H’y^ld^ : ql^illdtfefy^ef ^Ht. ^ 

TTTT3TR3n^ ^ ^ Rgqt ^ Mc(J^1h ?TeTT %g Wf 

?F9TT >H'il^id^ (250 ^) ^WIT 

t^. WF-^ ^ «rry^ ^qe€Y?€% c^ ^ (200 

^ 1^ 3 ^ ^ny^R qfr w ^ ^ w ^ I ^mr^RR ^ 

#g 45 ^ ^ y«nR yRRi. wyyr i 

yfeR/ ygfft y^ fhuR yR^ ^ sfR y>enyy^ yfeeRt ^ ^ 

'M 6 |<Q yR^ (15 —15 w\ ^) I 

{^) fcRpfR JJ'Wcbldy : 

T^ fclypfR ^'kichidy y Ryt^ y^ar (30 y4 ^Ry>cT yy) .^Yyr. f^RT^ 
yR ^ yR 80-100 gRT^ ?Wr 1 ysyft, gRiy^ y^ ^ y^t wn yR^ 
^ 1^ ^ g^ry^ y?f y^ yfciTfr ^ srte yit yyyyr i 


1413 GI/ 10~2 
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vmw. 

1. mH'HV fcriTFTf? 27 ^ : 1 cj^^) (i8 ^ WT); 

2. ‘ : 2 (“^ '^) (15-15 Wf ^ 

^); 

3 . czn^somr - 4 ( 12-12 

^); 

4 . - 5 (20 ^ ^ 

5. fWr chiqteiq q lefftcffm ^5^ (l2 Vf 

WT); 

6. ^-^5I^2Tm ^ cF)^ W=T (12 



■ .\.' - (2) T?r{W-1^W^ ' '• 

(•^) cqixloyn ^.1.5 ^ 3Tg^ ' 

(^) ^ar - 1^ cgMiff, Mffcr^, 

fcifM 3lk 3T^ v3M’q>^u|)- ^ ^ (75-75 cj4+?lex! 

^) ^ cn1% cf)TT ^ ^ 60-75 ^ c5W ^ ^ I 

(^). - 100 OT5ff ^ C^ tg 

f^Hlclfed MtWc^ cr4 

(i) ' ^‘f^qq Mqlqyileil (t^) - (250 ^ m#) cf?^ 

fuFT^ t^rw ^ ^ ^1 uf i yc^“ 

, ^ ^ ^9T qf^: ^?€rei ^ tl^-FT ^3FeI^ ^C^TP^TT [ 

, ^ cF^ q?f ^ ^ ^ TFF^ pcR, tF5 ^FP^, t^F^ ^ 

■ "qr^ 3 #b ^?€tB ^ #bt i ^?PB5'f^qq yqlq^Trai 

r c^ ^ #myt ^5TT (14 ^ qr^) qr^qi 

■ qfTwi ' : 

(ii) qfqit^qq q^iquefr {^) ~ (100 q^Wf^ ^rqq^^qic^r) ^jqeF^ q^rrl 

.qrr^, ^f€lef ^ m qsn c^ qiefr 3 ticj ^ 

(2x0.6 ) vjqeT^ q^*^ qmpfri qqVi^iicHi 

q% 3TTqjN ^ q^ qm %f%q ^) 3fh? ’OT^off ^ q^RDT 

c^ q>q^ irm \ wI^RR qqViyildi ^ ^ qq> ^qrft q>«T (14 

q^" Tfr^ ^ ^rqw qTRi) qRjqT qrnrnri 








f ; anmnrur _ 

(iii) y^fTTOTcTnT ^ 

(cj)) ^ ^ ^ ^iUcT 

JTZltWHT (250 ^ mc^r) ^3-^^ ^5^ uTTT^Tft I 

' ^ im cf^Um: ^ irf^ wm 

cRTXT ^ ^ ^ ^r 3ftY T^ 

fct^ ?T2^T 3{f^/ ^ ^ I w^ 

^ ^ ftr^ ^ ^ ^ cZjcReTT ti 

q^Vi^iicii ^ ^ ^ar (14 ^ ^tht) 

v3TT^ 

(^) ^ -^iPlc^ ?T^-ferPT MilVl^DHf (120 cpf iffeY cfTc^) 

^ sfhr ^forrcfTf^ ^ ^ 

^dlcT 12 ^ (0.8 ^ ^3^ ^) ^5TTX^ff I 

(^) : 

f?mT^ g^-ci'^ra'JT ^ wf\^ ^ar (30 ^ «^^qK3 ^) ■fepfr^ 

- zpTf cioTf 80-100 tP?i 1 g^cf^' cjTt ^ wn ^ 

^ ^ ^ qfM ^ 3Tte ^ ^ Prt ^JTTqqr 1 

(■5.) _ oTj^H^ - ^ ^ 3rgw^ qtftw^ (50 "q^f 

^) ^ I 

(ei) ^ feq ^«fH : ^ f^FlfelfeT ^ ^ 

1. qq f!}TTTwraT; 1 (x^ Vro) (is ^ qr^); 

2. xr^rtR^ xMtr/ : 2 ("^ qqr^j (15-15 ^ 

cn^); 

3. ciji^dT - 4 (qR qrqt) (12-12 

qr^); ' ' - 

4. - 5 (20 WT ^ cf^TRi); 

5. q fefte^ c?)aT - (12 

WT); 3fR 

6. 'jU-8T?2?m -$ 1^ ^ qq wq (12 M 

qr^) 


1 
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( 3 ) 

(^) UWisMH ^;1.5 ^ 3?^^ 

% 

(^) . 3TtcRt® 

fcTl^zfr 3lk 3T^ ^ ^ ;r^r#T ^ar (75-75 cpWf^ 

^) 6i0 CIlRh 60—75 Wl'pil "^f^TFr v5Hc?l&T 'cf)'<|ij| '^5ITc^ I 

(tt) fcmT%T ^W4>leiiJ c]- cfJaT (30 ^) f^RT^ 

4\ 80-100 I crmf^, ^ ^ ^ tffTT 

^ ^ ^ ^ yfM ^ 3Tfe3> ^ ^ f^ l 

(^) 3^3>fltil’1 — ^TJ^ftTR cj^ ^ lei'll 3RpTerR M'^Vl^llell (50 ^ 

■^) ^ 1 

(^.) T-STR : Rer^ C^ ^ ^ ^McH^ ^RR[T 

1. U\^m 34 f^HFTT^ar : 1 (3^ 3^) (l8 cpf cTfcTT); - 

2. 3#f%3^ 44^/ fr^ ; 1 (3^ cF>w) (15 cpf ^ cTTcTr 

); 

3. WW 34^/ oUl^ldl - 3 (41^ 3R^) (20-20 3^ 4k3 
31^); 

4. 33^ - 2 (12 ^ ^ a^W^ 3T^ 4t 3^); 

5. f43FT 33qteRT'3 felRcft^ cF>aT - 33^ 37rRT (l2 cpf ^33^ 

cne3); ^ ' . , ' 

6. 47-3T^2TT33 ^ 1^ 334 W\^ 33 T-fTH (l2 34 4k^ ^33^ 

' 3Te3) 1 

(4) 431—14W3 f43FT 

(3^) cznw3 - 33 3^.15 ^ 3Tg^ 

(^) 333^3 3>aT - ^ cgfM, 3Tt33t^ 334323, 333^^ 3^43^, 

3ft3 3r^ ^5333Rft 4 ^ #3 333f3 3^aT (75-75 344k3 ^) '4t4 

?n1% 33T -4 337 60-75 ^33fr 34 3«rR 3533^ 3RT3T 33 3f^ 1 

(3)’ 31331313 : 3r3W3 4 373 ^ 3>3 60-75 34' ami ^ 333 

3^, ^TSt, 31^ ^ feT3 33^ 3T33TeRI (l20 34 4423 ^ ^TWef 3133) I 


*'»rt ^ 


T.v-rrtf 1 r 


"ifr+iffc-'i 


’ -W 4 i^<l■^•~t»4Fia 








ijRcT W 
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^ ^ frm^ sfk f^ ^ c^ f^ c^edHT ^ 

W ^ ^ 10 yfcT^TT RlMcht^ t 3Tc^, WT ^ I 

(^) ^ ^gteT3Tt, ^ c|rl^ 

40-50 W3ff ^ ^fSTH ^ arw ctt^ ^^ftarr 

a^ wfcm '?Tfl?T Tjcfj 450 ^ ^mcrr) ^ i 

^ ^ 3fr^ 6^ ^ ZfT ?ft 3]>[-Mc1ld ^ ^ ^j>Wc1ld ^ 

3Tc^ 'Hcj^ ^ 6l’11 Wi%^ $>ii<l7| ^>i-^+iiei ^f^Ri'l R'+iR gkl 

(^.) fWfm Ji>(if1^TcR: 

T^ fcTJTPfra 5^?TcmcR ^ cf^ar (30 ^ iW ahn?^ ^) f^m^f 

^ ^ ^ 80-100 5^^ #fr |. ^STlf^r, ^ ^ ^ WTT cf^ 

^ ^ ^ ^ ^ 3 Tfe ^ ^ RRT dl^^li I 

(^) ^ V3t?^ STgWPT yi(Vl5^lldl (50 ^ 

^) ^ I 


(^)- ‘ ^ tc^ ^ fc^ RlHfcHRsId ^ ^ ^>7FTT 

^WTT, ^TRfcf: 


1 Rmwr^ : 1 (^ (i 8 ^ wr); 

2. X^^TTRf^ ifF^/ : 3 (cfH cf>iR) (l5-15 ^ ^ 

cTT^); 

• 3. W^ irrc^/ oqi^lRIdT - 5 (FfR ^) (20^20 ^ ^r5fW 

cF^); ‘ ■ . • 

4. - 7 (20-20 ^ ^ ^); 

5 . Rr^Tf -cFFqi'd'iJ ^ felRctfr^J ^ cFW (l2 ^ 

cTR^); sfR 

6. %-8TeFFH WF ^ (l2 ^ 

WT)| 

(^) 

TFR cFcTr^c^feRT ^t 5 ^4^ (100 cpf hICh! ^ ^"^^FFoT 41c1l) 6Vli sfR 

PinfclRycl i^llRld 

(F)) cTSJT Rlf^dHI FfTOT 4^aT 3fR >icM4ldT3Tt FF ^£RR ^aT, f^RT^ 

. sfR '{^Rdlk’ vSFcT^ '^; 


(^) , RiF 4^aT; 
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(^) %T)fem, HdRill, 

^ ^ WmiTeTT ^ar; ' • 

(^.) 1^‘tc^d^ ^ 

(^) , ^aT; 

(vii) fejli WT I 


ll'AIM ill—S k(.41 


31Tf^ ^ 


. wr-w? ^ ^ ^ 

'WJ Xll-^f H ^ 

W^rfri 


1945 ^ ^ ^ 

3TTf^ cfT^ 


(5) ^ fcmPT 

(^) o^|v!5>um - ■>T^ ^.1.5 ^ srgrrR 

(^) ■ ^ar - 3?tcRt^ ylv^lcfe^, c^c^I^uih, 

Sfeifr 3fp< f?^-a;rcz? T^xj^FRuff ^ ^ ( 75-75 

^) 6W enf^ cFRf 60—75 ^ vij Mcl&r cFRRT ^ I' 

(r) w^icW:- ^ ^ ^ 50 ^ ^ aRrm ^ ^ ferf 

^ ^ >jR^idii (100 ^ ^ cttrt) irm 1 ^ f^rwR- 

sfk ^JT^r ^ ^ feR c^ckfFT ^ ^ ^ ^ 20 

yfcRTT ^Hc1<a^T cfRT^ I 

^ fcr»TPfkr j^'t^cr>fciii cT ^Rfpkt ^ar (30 ^ akrxfRT ^) ^rnr, t^Rkr 

^ ^ ^ 80-100 I cTSTTpl, ^ ^FRRT ^ xttjhj 

^ “ifr ^ ^ yfMi ^ 3Tftr7F> ^ f^TR 


(^.) - srg^RR ^ ^ stj^rr 

cFT^) #ft I 


(50 cpf 1 %^ 


uTTTRT, ^^Tm?T: 


^ "^-STH 'dHel&T cfRRI 


1 . yt^kfR XR knini^aT: 1 ?5 xrt) (is ^ ^ akRRT wt); 

2. Tk^/ ^ : 2 (^ c]pR) (15-15 ^ ^ ^ 

'^r^); 

lkk?R/. RRRTaT - 3 (^ ^RPR) _ (20-20 ^ 

^); 


3. 







[ _ _ 

4. - 5 (20-20 ^ ^ToTwr ^ cf5Tf^); 

5. fcTHFI ^ felftcf^ ^ar ~ ^ ( 12 ' ^ 

c|T^); #? 

6. W?> ^ wJ cf^ C}^ (12 ^ ^WeT 

^nw) I 

(6) ^frw-f^r^ f?iwT 

(cFj) cZ1T<s2TR ^,1.5 ^ 3^3^ . • 

(^) .w^ ^ar - ylv^cj-c^, 

3lk 3RT ^ ^ai (75-75 crrMte^ 

^) ^ C}R ^ cf5R 60-75 ^ RT j 

(tt) itfew y^>lT[raR - f^TRfeffe^ ^ 100-125 ^ ^T# ^ 

^fecjod yilVl^lldl' 

(i) ^WR 3ik RhHl.yiy? cf?r Rr#rftFf ^ (14 

^ a^RW wt) rUr yrmRi'ci> (250 Rff ^ aV^iw 

rtrt), i 

♦ 

(r) RRFTRR - RR ^ ^ 50 'e^ ^ aTOTT ^ RjaT Rjtf, RTSt, Rfecff 

fc^ #?7 RcTR' (150 cpf ifreR) RRR '^, 3TRTr 

t\, ^ ifrfRR" RTffRT RRT #1 ^ f%Wq 

3jk Y5T^ RR ^'i^Hld ^ c^edMI ^ ^ ^ RR 20 

RRRW 

fsg.) f^lRFfm yRcj^id^ - ^ ^05 R rrM ^ar (30 R^f 

^RWf #IRT, I^RT^ ^TT ^ ^ 80-100 ipf\ I RaTrRr, 

^ ^ WTT ^ Rrg ^ g^R^f? ^ ^ yfM ^ 

. ^ R^ Rrt ^WTT 1 

(r) srgRRTR - ^ Rtw ^ 1^ gt^rrh yRtWcTT (50 yZ 

aV^yR^ RT#) ^ I , ' 

(if) gRN> ^ fcR^ gSTTR : gSTR Rfg RnfelRild ^ ^ RRH ^RTRT 

- RTTW, RTO: 

’1. ’ gcf f^TTHTaT': 1 (gR" gRgj) (is Rg c^ a^RW giw); 

2. g^RggR Rg^RR/ : 2 .(^ (15-15 ^ 

^); ' 

3. mj^ oLjj'^Ri - 3 (g^ gRRT) ( 20-20 Rff 

RRR); 
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4. - 4 .(20 ^ cTT^ xr^ c^m); 

5. ' f^NFT WrfOT fcTft^ ^5T - cfTTM^ (12 ^WcT 

■m^); sfr^ 

6. ^ c|^ -grr (12 ^ 

wr) I ’ • . • • * 

( 7 ) f^wr 

n{^) ^ ^.1.5 ^ 3Tg^ 

(^) ^par - ,3frg^ 

f^rfefr ^ ^-ar^ '^qc^Niqt ^ ^ ?fR ^ar (75-75 

'^) rrr% ^ 60—75 ^-srpT vciMci&r cf^vji^i ■^- 1 

(tt) ^ #Fr ^ ^ 

f^, ■q^t^tnrq^ ^rrf^ ^ ^ w wgieRi: (200 cpf ^ 

. WT) Ftm, luRFT 60-75 ^ cZ^cR-qr #rff | Rpft ' 

^ ciR irf gM ^T^Hld ^ c^ed^q ^ ^ 

^ ^ 20 i . 

(•£[) ^ ^aPT, ^ 3ft^ ^?Ri4> 1McT[^, XT^Meff^ 3fR 

^ (dq P'^trnTITdT (250 41 Cn! a^'t^ci cllcfl) I . 

(^.) 3ft^Rft ^ ^gf^3Tt, ^ cffftFT 

^5f^3# 60-75 W5it ^ WT ^ aTOT c[T^ H^aTT ^ 

^ cbI<LjldiJ 3ff^Mr ^ (OT-IFI 450 erf ^Wer cTTc^) ^ 1 ■ 

ofrf ollcl whI ecitc|> "^-^TR RT eft OR’TeTT^ 4f RT Oj^-deiicl "% Picf)C 

OTOT" “Hcid "4 eld I dlRq 3ft7 ^RfW e'^'^did epRRlcf? 4^5 Rid fcT^TFT 
rf f^TZrr dldl dlRq I . , 

(r) . f^tdrfrf 5^?rcF)Tc^ — XRf) f^'drfrf ^TefePTeRT ^ '^Trfrft* ^at (30 

. rfsR alciM^ci rtt) rfnr, f^r^irf crr rf so—100 3^?fc^ rfrfti eTsnft, j^Rrft i 

rft c^d '<-lR5dl 7f?f q^ldl■ cfTrf c^ fcl^ Rh'iil rf 5^eTe5 ^ rf rferft rf OT&cR 
rft ^.RpTT ^5TTTRT| 

(^) OT^rfSTH - OT^rfstR rf xs^ C^ Rrt Ol^rfSTH W r W I dl (50 ^ 

Wfr) rfrfr I 

• (^) , fdq T^TH' : RSTRj'rf ’lelR fd^fdRsia ^ 4t WPT \dMd^ 

, WTRT, RFTcT: ' 

1. rft^ TTcf jcTdTWtar : 1 (q[^ ^RTRt) (18 Rrf 4^ ^ atw^ cR^); 

' 2. Tjrftf^ rfT^T-R/rf^ : r (x^ (15 ^ ^ WT); 


„ ,„,.„r---.„——,4.;;, r, I UI4MU.I.^»-.>.v. ---;.,XJ=„. .: 










VTTcTW 
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3. 3?^^/ cSTRs^rm - 3 (cftn ^) ( 20-20 ^ 

4. - 4 (20 ^ cfTFRr); 

5 . fc)^ ^ fcrf^r^ ^§T - (12 ^ 

cHc^); 3 f)^ 

6. ^ wf ^ "mn (12 ^ 

^n^)i ' —• 

(s) 

(cFj) ^ ^. 1,5 ^ 

(^) ’cj^ar - %q 3Tm^ ^cflf^, 

f|f%zTt 33^ ^-jjfczT TjiicRuff ^ ^ #=T cf>^ (75-75 

^) ^ cfT% cPH cfTT? 60-75 ^ c^x!i<l4|_..^, ^ | 

('^) ^mr^TOT - HT^, sfr? trf^ 

^THTI^c 5 fcT^, 

^mJcfT 3TTf^ ^ 3Rf Wftft ^ 

y-rUBIei^l (150 ^ ^ WT) ^ 1 

(■ET) fcTHPfrfT g^tTcPTcT^ - ^ f^^TRfUT (30 cpf 

^) ^ ^ ^ 80-100 ^ i ttsttI^, 5 ^^ 

^ ^ ^ WTT cfj^ ^ f^ ^ ^ yfM ^ 

^ ^ f^TT 

{^.) - -sTg^iETFr ^ ^ 1^ srgw^ (50 ^ 

-grcft) ^ I ' . 

(^) fc^ ^ 1^ ^ ^ cpmrr 

^TTO: X ^ ■ 

1. ^ 1^ ftHFnwar: 1 (t^ cfrtt) (is ^ ^ wi); 

2. T^ffrf^ ^ ; 2 (-^ ^) (15-15 ^ ^ '\ 

^); 

3 . xH^lilch STtT^/ - 4 (^ ^) (12-12 ^ ^^te 7 ^r 53 W 

^); 

4. ojTRsqrcTT - ^ cFTfr (12 ^ m^); 

5. H’^rnr^ IMw ^ c^m^n - (12 ^ crr^); 


1413GI/10 —3 
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[Pari 111—Sfic 4} 


6. - 5 (20-20 ^ ^ ^ c}TR^); 

7. fWr ^ar - (12 ^ 

^nelT); ^ 

8 ^ Tm WT (12 ^ 

•qr^)!, 

(X5) vmf^ TcnwT^^/ Trr#T tctt^ TrflraM ^ : . 

q5T^ ^[. pfTsrf^ 3tk 

TTP^ Tig^ TTPfrr Tqiw ftiaXT ^ 5r%®cT ^ ^ 

fcR| cfl’T Xrf^far^ cfe ^fr(-1 TlRTte) WRSJl c^ 

^ 30 f^.A A 3T^ ivi ti A A ^ 

f? -. ' 3t^ ^| .B^ sflR^w^fratr ^stf ^ ^ c^ 

' Tn§T 3?OT-3TOT'ormr^ czm^ xht^i 4 ^gferix^ yrsrf^ 

^■SZI C^/ THi^tq TqR-e^I qftiaRT vjq^ 

.^ ^ ’^rfeqT^ qq;^ qifeqR ^i ^ I 

'*_/, 3T£ZJTqq-cfSTT qftim'f%rq^ A ^feR'-R ofR 

' tcRFff ^'TOkT qR^ cZicTf^T 3fR qfRff ^ 1^) Xjqr^ q^ 

, ' , . :,■' '.'V .-f r^- . 

^nwi 

. '’fisj' ,'?T?fl'/SrRezT srf^OT ; ■^1? ''■#5^955#^.^, ^ jr?iraPr5) 

, ■' :f^‘5RT-^rr#Tr.LR^ xgf^r^ 

^XRTO qRTf xqn^ 1 .r:f.; 

;3iHjTXR^8R5c?m : , ' ,v 

^.1 • •-. ’ ^^• 


‘xl.i.r’^ ^ qq?' 70 mA 1 %^ aiiqg^ 7 ^' qiciT'^ 

q)Rri?qq5 STR^TTcT xsqqR^ #n, ^qrttqi cjfR 

■ r ■ • BWI. ^:. %■. ^. f^;. RRte? ■ Tm,,- 80 - ' STTf^Wt AA 

■■,r\. ,:r.. ■.,, •■;..■ .. > ^ 


, p,:-:. v0jq7#-q^ A «"^rw • .'^ qftxjft A 3iP^ ■g^arr^q? 

%q[3Tf cT8T[ tciqR^ ^qferat c^ Rr -OTeRq qq^.^AjlTW I qR qR 




^ TTTO : 


[ wa 111 —13^ 4 ] 


700 ^ ^erfcl^Tp vrl'I^C'^ vJ'TcW cp^l^T wT^PTI! ctl<ci ‘. .'T^ 

^ %c#Tf, 5^^ 3TTf^ ■^?1%^ ^ ^THTT I ^ 

3TS2TFR 3l>™id, ^/'SmiHWI^/Pl^^lch ^ ^?cPT^f^, ^RTRiPt^ 3jk 

3T5?rRrf^ ^ ^ fcr»TFri^€T ^ ^ ^ 

fWr ^r ^ ^ ^ 11 


^.1.2 ^ (36 ^ 3fr^ 3i?yra!^ (se ^ ^ffr^), srmref c^ 

f¥m ^ 3jk ^ ^Hi’^c^t c^ 

^arr t-sth, ^ ^6^ aft^-cprirtOT ^ 1^ 

cfT^ v^mpni PiH,iei%d ^ 'jft 

(^.) - ■'JEJcTO 

(^) xHi4vdPicf^ tc?r^, 3lk 3?Ftg^ ^ f^ ycfrarr w=t, ^ 

#? ^ TOm ^j#eT wm ^ar (soo ^ iW) i 

(^) ^ '^ \ 

(it) ^fecT>d srgnFT (300 ^ 

(^.) ^ar . 

(^) sTwrm 3ft^ ^ar (100 w\ ■ : 

^. 1.3 250 czrf^^Tzff c^ cT>t arwT crren ^Idff ^ m^k ^ ^ czn^i^Tr^ 

fsTte? sfk ik^ ^ STefM, 

3I>(-Mdlei ^ a^cJT-^ \3M4 >nJui t 


^.1.4 ^gfeiTsff ^ fcTHT^T cRTin 

^mwi 

'i !/ 

^.1.5 3lk ^k\k\ *q?r c^ fcrf^p^ ^rg^Fif, sr^ief! 

3ft7 cT)ic^\ji c^ 4ld ^rf^tq 'dSTT 6 c^1m M'-’IIcTI ’<if^d vjHc1<aq 

j‘\ : 

^.1.6 3f^ ^icTdxiX cfk\^ ^nTTRfr 3ff^ '^rqe^V^TTfe ^ 

3OT^ ^ qf^ ^ snqMt^ ^q^ ^jrrqqr 1 ■ .:..) 
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^.1.7 ^ wwT ^ fciwr ^ 

^ 1^. -M\ IcTiTPT (3Tt ^ ^ 4 (g^ 

^) MfriRd y1?r Mt.i ^ ^ crfr^ ^ gfe cfft ‘ 

^ 3T?r ^ ^ ^3T#-94l^ 8 (g^ ^) ^ TO . 

^ ■^i 

7^.18 siro TOgWt - siTO ^ 3Trapg^ ^ sfro ^TdH so 
yfcf^ ;[t?r ^ #n71 . 

^.1.9 aiTOTcf ^ ■ 

^ ?cf>r^ c}?r ami^^TOT: 

^ 200 ^ STirf^ ^ ^t^sCTT 1000 11 3IHTTO 

^ ^ fel^i R^fclRsid R'HiRHd Rh'Ml W 'il^cli f, dHci: 

(i) AfeRid sfR 

ar^lRfn f%TO 3fR wo 


1. -oTWr ^f^Rld 240/8 

2. ^cl^Vl 120/4 

3. . cf^rfco 3fR ^ 30/1 

4. di'di, 20/1 

5. ' HHRdRh<^-il . 20/1 

. • 430 


(1) wfM ^ 3flY Rrf^ro tto 

^TiTOT gfe (sn^^Mrg), ^ sfR crta: cT^rfeo 

gcRT^ ^ ftmrg wo wii ^1 

( 2 ) OTO 3^^500^ ’ 0 #, dof^ch gg cTST gtg 3Rg?neit, wtw /to 

3Tgg?rrcfi 3fR #t 3ttot^ ww ^gf^3ft gg wfgr ^ 

Rj^Yt^^disfr ^ gf^OT,go wm 1 1 ^^ofcr, zr grroief 
^4>d c/lc^vji ^ gtgyf g^iKiPicb Piiidui ^ I gt ^ ftgrowr3ff ^ 
3TYfecT f^gd^ 3T«TOR 3TTOTcO ^ ft WW 0^ ^ I 










^ : SmTUTTUT 


[WTIII—■53^1^4] 


(ii) ^r^-Rlf^c^l 3fk 


flr^?Rf 3jk - 




2. f^chcHiJI fcT^ 

3. fcTHFr 

4. f^lWT 


240/8 

120/4 

60/2 

30/1 


^ T-j^l 


: viMcjo^'Ui'l" ^ ^ 3ftY ^^7^ 
f^^f^chcH #7^ ^ I 


^ 3lk 


(iii) ^ ^^r^Rr-tcT^ 


1 . 

2. 'i-JlyVl I^ 51 N 

3. ■?Tcr-RfraFT 


ST^rfecT 3Tk 


^ ^WTT 


(iv) 'ticrJd 'Jll'S 

: (1) 37f^ 


120/4 


p\ f\ f~-v rs. V _ ___ \ Qk 

r>R7a Mll'i ^ R^Tm H ^ 3ncR^ /RTT w 

r %STT fcTf^mi^, 2000 ^ 3T^7TR 

^ ^ 3TRM SlfrlRxl^ sfR 3|f!^RfT5 


RTVI ■ 

(2) ^7^^ ^ fq, T?fYrWefT ^ 3T?2nqR 3RqdTR 

3TfelRcK1 fiR^ TjqRW/fRT R^RH 11 

^.1.10,^, .'Rff^RTT 3|£?tdRR 3fk f^TFT ^ qRT 3fR q?r 

, , ps \ f\ , y 

tPU I 

7q.1.11 qqRR/^-^TRT ^ 3Tcpff cRRTT^ fuRT^ ^ M6c^ 

, RW q 3RRTR RV Rnf^R^d RTR TjqeRT ^Rq RR/T: 
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THEGAZE7TE0F INDIA: EXTRAORDINARY 


IE.aim III— Sk(.,4| 


•(^) 3fl7 RiRhc^ii ^ ^ 

■iiViicii, sfr^ ^ ^ ^sTT ipr 

w 1 1 ^ 

(^) 3T?2IFFf sfr^ %-3T?3jm Wp) I 

■(f) FT.^F. :gFF F^ fcTf^FT ^FTFF^-^ FFFF^toF FTFF^ 

^ &TFcF c^ ^ I 

(f) , FcfFH ^ FTfeef FF F^T ^^-FN, 

MT-FR ('^IFIdcP^-tJ^ 3ftF ^FTcTFteR) ^ I 

(^) ^ Ft^ F^rf STJFFH FFFFF I 

(f) ^-FR FTF FeTTF FF F^t^ yTlF^F'4 sfR/FT 

3TFFFftF^ f^FTFFFF ^ ^ I 

(B^) W^T ft ^FRFF FF^ FTF FTFT f^F'FF 5FFF^ sftF FFF#T^ 

, ^ I- 

(ft) FTFTF {cRFfeneiF sfR FF^ ^eTFf^ FFT ^ ^ I 

(f) ’ f 4 F?r Fpfr F^aF3Tt ^ mRfr i . . 

(f) FPft FRF^-^ FFFFT F^ RI^-FTF I 

(Z) 3RqFTeT ^ FTFlft ^ I ^ ’ • 

(f)- 'A[^F>d FF^/ FRFTFt ^ -^f^fF F^F ^FTF -FF RPiFHlF'c^, 

2009 ^ OT^FR ^ftF F^T fFF F^T FFTFT FR^ tg f^.FF FFTF I 

^.2 ,^FlPlF)‘ f^FTF - 3TcRF 

'^^^.2.1 WW zii F f^RFferfecT FFF FFR^ FRTFT FTTFFT, FTFF': 

1. FTFFeT FT^ ^ 3Tfe7 ^ 3Tf^ 30 FfRft ^ TFH ^ 3f)F ^ 

#ET FF FFFcTT 1.5 ^ FR F^ tFU \ 

2. F# FF FTF/fMf F^FTFI 

3. FT^ FF l^fFW ^ Ffr^ ^ 1%FT FTRT FTf%F F^ F^fF ^ 
FT^ ^ FTJft F#Ft FF FFfFeflFR FR I 





Tr3nT3‘; SfHTURUl 
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[ WTiii 4 ]_ 

4. ^ ^ I 

5. ^ ! 

6. OM'cTf 3jk 3T^ c^ fc^ 1 

7. 3TT^ m ^ t 

8. ^ar 

^.2.2 Vi^ fcT^TFT ^ 1^ ^f^RcW ^«TH ^JTfW- 

1. fciwrTKjart sfR fcf>r^ chiiifdii i 

2. ^ 3P^ ^ 1^ 1 

• 3. ^<FRcf> ^ar fcr^rnr ^ ^ ^ ^ i 

^ ^ smR sfr? fcTHFT ^ ^erc^ ^ ^ 

c^ ‘‘ft ^ '^cjiPrcf? fc^JTPft ^ ^ fenRft^ ^ arg^ 

ftft I _ 

^.2.3 3FR^ I^: 

3TT^R?H Rf^ ^ ftHfelf^d' ^gft^ ftft, ^^TTW:- 

1. ^ IcF^ ^ar 

2. ^FtcFcT^-^/ ^§F - ^ ^ ^ ft^ 

3. .3FN^ ftr^ 

4. SFN^ ^ WRT teKrfr C^’TcF^ 15 ft^) 

5. &roTft . 


6 . 

7. 

8 . 
9. 


^ar 
^ar 

■^fut^ 3fr? 


^ar (g^ ofR ^ 


■'r *’ ' Tv;’ ;''-3T^^:3Fc^;!^ IvrcTr fTi^’f:; u -T'^-vf '- :; 7r n . 

^■^ : ■' ir^lOr 7 :W^sgW "iv i ffgnT :.Tr“ ^ "’tjt: i ;T . 

<^-!V'‘ y'uS 'k'"''?/ .t:-^tf "■■•rv y^.,',:- 

f---'^ ;>■' ' ' ^ -'V, ••! ■ .5 .fO |V >.• ;.“b-' “v, f--,-. .-f} TJT-S. 

. .' ir 1^'*- i - V- ■” •• T 

' 14. ^ cFTfim 3N 3fR #RfT 3?^ ^aT " 
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q^ toeft^rteiPi ^ f^, q^ ^ f^ sjk ^ qq ^=^qVi ^ 

?T9q qcf? qrf^'t ^ i . 

^ M^rwrsff ^ ^ i 

^ sifciRcffi qsTH 'Cjqcw ^>qTq ^ 

11 

^ 3?Tq^ f^iq^ - vSMvilcW c^ STelW, ^ 

fcTqpTi c^ qqr cqg 3TTq^^ f^rq^ affq crfl^ ipf\ fcrqqr 
^ ^ qqqq q^ ciiR^R f^rq^ ^^qp?] ■cqrqqr i 


^.2,4 

qq? qw^ Pf^'len #fr, ^ ajiq^^n Mq^ ^ qr ^?qr^ 

Mwc^aff ^ q^ mq qqsm .'^i 

qqkr ^ sTf^rnffer qfppft ^ qyq^ ^ f^ 

Rrqr ^ qq^r qcqen^uiq/ 3^qcf)[^q q^qn^er, qsqr^, qsftfeFT 

'sfTcmr^-qeqr^, i??r3fm qf^r^ sftq q^erqcq^, q^qr?^ 

l^cRR 3ftq ^qcb'qiJi'l' ^ 1%q $ I 

■ q? fcTHFT 24 ^ qqq 3ftq qpfr qqqf&qt, t ^ ^^TTqrfr 

^ q?f 3IT^ 24^'^ qmpft 1 . 


q^.2.5 cM^^ht 

qff^ .^T' qe^ cqf^ q#T FT^-qqsFrg'cfey. q^ qrf^ 

q#? qmqft i orqqcfTH ^ ^rpr^t ^ effe^ c^\ qq^ ^ ^ 

qRT qrqcT: qrqqf sfrq I srqqm^ ^ ^ 3frq 

, WTc^ rPTT qw qq fe[%qT q^ cpq^ q?t 3T[qqqcfi ^gfcpirq 

^ qrcfKfr 11 ^ ^jwqui qq^ c^' qf^ ^ ^ ^fcimq 


-tp 


^—^-ri-pt-tn r—^T-t 


•t'tsth'''f -- 




[V[U\Ul—WJ^4 ] 


! : 


^i^-jTI r ^airRr ^ f^ ^ 

SR-Mciid v[wmi ^ ^T^cm ^|N. •''">• /.. v, 


^2.6 1^^ 

(1) f^THFT ^ tr 1? 3?R ^ ^ ^ 

3t?p1cT cf>^ I PlfTfeffecr ^ ^5TTW, .^TRcf: 

300 ^ 500 600 Tt 3TT^ 3TT^ ^ ^ mi^,' 

^ ^Ff?T (36 . 

3Tc^Tm^ ^ar (15 crrf ^fr^) 

60 XT yi^T^ ^ f^ ZfTFRT (15 ^ 

^ OTT# ^ f^ I ^ ^ (^ cfjar, 

cfjar 3jk ^er) i srttw, 

3fr? ^ ^ ^ ^J>aT ^WTTI ^ 

ST^rfa^cf 80 ^ ^ I 

fM% (X^3TN3TT^) ^ I cfft 

XT^ ^ xn^fer ^fTPTTft ^ ^ar (15 ^ 

■ 15. mr^TOTT (25 w\ 

xjf. ff^ ^ 1^ Man ^ar, xjt?^ ark fcmFn^ar, 

X^#f%q^ 3TT^ ^IcI-ci^T ^ 

wr, 31|cj^i^chdT ^ ^?TTX^ | 

?T. ^ar ^ ^ferpf x3xt^ i 

( 2 ) ftf^FT ^c^lPlcb yfrlR^d wf^ ^ 1^ ^ 3r[^, 3?^ X3^ 

^ ^ l^nfeiRsId ^ 3rjfrN 

x^-^ XJXTcf^ ^ ^ ZPT^ ^'3X1^, WfTP^ X3'C^^^ c[T^ X^^^' 

C^ 25 i\ -m ^ ^ mfIXT 1 125 ^ ^ xw? 

Mdldd- XJXT ^ ^<lPlch XT^ 3McRXJl c^ tipt^ ^ 

T-ermr f^-sm 3 xot‘ cj>§t xjTpfr ^rrf^/ -q^ ^ q^ar ^ 

w #r #=11 ##( x7cj##S ^ gr^ ^ 

sxcx^ f^ ^?rRT ## % ^ zf# mcm^ # q#?T 3#?i 3fM# ^ 



1413Gi/10 —4 
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'ii\ y^gTT v^R^-cf^sr ^ 6 [t^ cj^rrh 

3jk ^ ^ ^ 


^.2.7 R51N 

■ ^ ^ ^ 3Tc^ ^ 6^ fr 

,., ^^WTT, ^=wr: . 

1 . fcT^Tprr^ST ■^TT ^ cRrafcT^T; 

2. ^ c^ W^; 

3. ^ciiRch. w fcTHFT ^ 1^ ^ ■ 

4. 50 c^ ^ gRTcn f^mpfk g^^R^icRj -^ wf\^ cj^ar (30 

^ T^) 1 ' , ’ 

34>(eH<T> R*iMI 

^.2.8 9 i{hi^\ Rlfec^l 

fcTmn ^ ^ wr chtv ^ ^ sttcr^rrtt t % 3RqcTM ^ wtt^ 

v?rf^ ^ ^ ^ ^ ^ I ^ 

ejiw^ij t ejfgxIJ! ^ f^, 'OTcTR f^, STFTK^HT 

3fR ^eif^ ^ \dMd^ ^ ^ 

^ ^ ^ 1 6[TZf?f 5RqW ^ ^2T "ift f^PP^ ^ 

?TTf^ ^ ergfer ^ fcFf^F! f^3ft c^. ^p^PFT ^ ^ 

grp fcmR-fcTP^ ^ yRT ^ ^1 (100 ^ ^ 

cHcft), ^ar (50 ^ ^ a^^pper cftht). 

STcRTOcft, R^PMcF^, 9^ ^a^ (50 ^ ^ a^WeT WT). 

- ifK^pfT ^ar (50 ^ ^ a^wd wr), wfr 3TRfr^ ^ 

^ar, Rte^ ^ar (50 ^ ^ wt), ^ar (100 epf ^f?feR 

^ a^'pfW WT), ^[^cPd f^R?1'(RT y'^rmiTeTT (50 epf a^RW wt), 

srftRTT ^ Ts^arr apar (200 apf 7^t^ a^^ppci grdr), R?r^ f^Rcr^ (^p^ ^ 

30 3lk STeRT cR^j (200 ^ ^ WT), Rd^cPlto 

;rf^3ff 3TTf^ ^ 1^ fep ^ (70 cpf 


-v-vr^y- 


•- ffH+r-T 












»?R7r'5rr‘^T5fpf5r; aiiroRwr 
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^ ^TWeT wt) ^ ^ar I 

2000-2500 ^ #TT I ^ fcmFT ^ ^fTXjyt ^ ^ 

^aff/ ^JitvjRT ap)T 3T5^cr^ siPrcfnf. t ( 


^.2.9 ^'ftfcr^ TJ^ f^TTFT 

3P?T clch'^fl^ 3lk -^OT) ^ 

(2500 ^ ^ST, Wm=pM^, 

STRg^t^H^ ^ ^ ^STFffM 3 TOT- 3 r^ cRJir 

^.3 ^ciiPr^ 

^.3.1 PiHfe%d ^ cRFH 

1. 3lk qfelT^lr ^ ^m/ WTcT ^aT ^ 

2. yWdlY^ ^ ^8T 

3. ^ ^am ■qfjar (^pjfircF^) 3ih atg^Ffr ^ '^sr wt: ^ 

6ri%^ ^?rPT^ 3 T?^ 1t»TPT ^ f^ wm ^ar 

vmx^i 6ifl^ #fr ^ %rPr^ ^ y^am 

c^^^slche^ I 

4. sflWleiy 1 

5. ^ v3(^f^d l^rypfr ^ Pinf^fed /jyer^ y^yryr wy^: 

(y>) ?r^-1^'OcyTT afly fcrytywr^rf ^f: 

?Fm: 5 ^ 3fty 1 #^ ytM c^ f^ wy yfr y^ar i 

6#r y?r ^ f^ any^ i 

(^) ^-Rfft>c^T 'topT 

^ar, ^ m wy yft y^ar ayf^ i 

#yy^ ^r: 

y^ar.. yy\y¥rrefr sfly ypft-^geny 'Rif^ryr 

■gfci^ 


(^) 
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V;..-p :oPicjI'l ^•.^lel cr>e^l^l 


.JO'"!: 




(^)' ^ f^mFT ^r: 

yfYcTR y^e^TM. f^ryn ^ 


PryH ^ ’ ■ 

^ yy^f^ 3 fk yf^eTT^rt ^' i^ 

^TeTy-STefT y>aT ^ I 

(S') ycff^rf^^yfTr '(Wm: 

^ ^ ^ fcYy ysTR i 


^.3.2 f^ 'Wi<m yiST alk ycff^fT ?Tyr 


"^.s.s wyt feiy yy^ yrrt^ y>§T . ■ 

^.4 cg#qf yrfrw^ : 

^?yy^ ^ ^ slk 3mcH c^^ry y^yyiTefry ^ yytTOTeyy yftycf: 
ft^^sTteiWfr, ^yif^sTtcM, ytyyfrnM-%TH.' 

^a^ryfty-fcr^, ofk syy fcrymw yr^ yf^ y^ f, 

^ yrmt ywM ^ f^ry^ i 

^.5 #^ry 3iNiciy>if^ch f^TTFi 

wyWf ^ ^ sfty smcfy y RiRb^y ^yyf - 5 wy 

fxifeyy ^yyf ( 3 n^#^ - 5 y^ RiRhc^ni yryr ^/yyyny 
^yy^ - 5 sfty y^tyy: yy ^ ^ y^y 

yyy^ #rfr ( s^iMidchicYin arl^iyrm yyy^ Yi y?r 30 iPf\ \ 









2 ‘> 


[%fPTIIl—TgrtT^4] 

3^iqid4>(cn^ ^ ^ I ^ ^ cfTf^ ^ z{m 

^ dHq ^l^lr+icf) 61 dl I ■ ’ 

^.6 31'Wdl^ sftWTTc^ . ‘ 

3lhfW ^ xu'^dNiuf c^ f^ ^nterlM ^ ^ViidiMiqi' 

wfr #TT xrrfiTT I ■ 

i 

t 

1.7 

^>9V|eR ^3ff ^ #?T, ^qi<W, ^ WT 3fk 

'dfliciffi q^iic?l 'cTRTr ^ cF)t 4 ^ l^'Jlcfl SKI ‘^TT 

^ ^ ^3tptt xnItTT I 3fr? cf^ 

^ wifll? t gf^3fr ^ ^ ^ 3TOT 'H^m ^ 'ift 

;5THT W%T? I 'jfKJH ^ s^lfe^ri ^ #?r #? ^ 

'<T^d<^'<^[ ^J-cTld CfiCt^ ■qif^^ I . ■■ 

^.8 si'WdicH mf^ 

f^PiillHcb. yil^ct^’lf^ql 3[Tf^ ^ STJOT 3T^qdT^ 3IMRlf^ Vm^ ^ 

* .' ^3TPft ^TTflrr ^ 

^.9 cWIc^'ff . ‘ ' 

^.9.1 TTSTf^rfen 3TT^ '^Icki^'l' 3fh? ^ crf^ sm^ ^\’<^ ^ 100 ^ffcT^RT 

^ ^ ^ cm^ ^ ^if^ I 

^.9.2 3|Rnxn ;5ft^ ^ ^ yR ^ cFR 20 yfcTTO 

cfjcR ^ f^; TTqkr ^ ^ i 

' • ^ . t 

^.10 3Rq?ncT 

^hfM, :3yc{^ 3TTf^ '^ 3fk an^ ^ ^ ..sKyrnH 

?^Tr I 

W;11 FTsfr ^ ^(cim 

x^ PiR-qci y^, BT5rt ^ y^ ^ y^y—■^—yyr 75 
yfcRM-^ 1^ cycR^ ^ ^yrf^ i wyryry ^ y^ y^ ^ Wly ^ ^rfey? 

Hpy ^-^yrtly I ^ yyi^ yy sfryjR 27 cpfyyr ^ i y?^ry^ 

.. xm y^ ^ 3TOT yyft^R ^aycw y?^ yyw, '^, 

yKMi^ 3fk ,3fTyy^ yy y>y^ -^nte ^ i yyr^'^ yry^ ^ 

e^yw yyr ^ y>y 9 y^ #tt yTf%yi yy^ wnni>h ^ yy? 
3TFfgy? ^8T. y^^dx! ^ ^gf^yisTt ^ yy>..3r£yyy y^ar ti^ 

^yrfly %“'y^ yidTjy^f^'^yr yrf^ i y^jyry y^ yrerr x^ y^w 

■ ‘ ^ ^cftf^uid; ^fyfry, ?y^ '■?^ orrf^ 3jk .yt^R 

• . : ■* '• 

g?( ■gmnr'ftiti 
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1 . , %STr -3^3^ afr? 5R#r ir arrmf^ ^ ^ 

^ vTOT-t r^teqiqcpf cf?r ^ ^ ^ 

srg^ #ft xnfl^ cnf% Wi^ ^ ^ 

2. ^ ^ 1cmr^ ^ 3TS2Tm ^ i 

3 . ^ fcfPr-nHt '^f Rif^oi-ii ftrarr ^ ^ cf)^ ^ # i 

eUfJ! ^ fciwr, 3Tcn^ fc^Fft, 3TFT^?H ^ R]ft)oHI ^ 

3TRrrefcj?fj^'^' ^^rSufir ^ ^ciiPicb wjwht ^/-q^ ^ ^ 

, ' cffptiTR ^ arfep t ^ f^JtefcTT’ ^ t, ^ arlcrf^cRi' aiwcR ajk 

^-aiwR ^ aiicj^-o^T ^ I 

' 4 . srg^' 3T«TTO^ ^ 'fHIdch-^ ^ ITRT cR?^ ^ 

1^ z(^ ancRw t f^ siezrm ^ y?^ f^mry yykr if t3wr y^ 
v {^m/ %?) v3yc^ cfRrq.uTiy I 

5 . ^r^-ftwr, ^cj-HNi^wy, aflw-f%R 3fr^ ^8^fRte-f%R 

fcTJTFft ■^, ^ ^ 30 yfciTfcT yft #yT ct^ ' 

mm^ f^fgrT) ^t xFfejflm ^ cziRsyrarr ^ ^ ^ f^rga? 

^ orgyrKcT yyw^ y?r ifl'^iiai 

TRrfxcr #"ii?rr ^ 1 y^ ^-caa^! stezitxrt yy xr xryr^ ^ 

■sRysft yfr y?r ferfr t^^ ^iiai- xtt ^^ 3 ^ ^Hwar frte ^■^ym 

yryr yR^ wi%y 1 a'arrf^r, yflyTHuryy-fcrwr fimry fcRny ^ yyir y?r ^ 

^ 50 y%TcT y?r eryr .^-f%%RTr s^nnyy^ f^rgy? %y ^ 

% I ^-'^yiPic^ fciypTli ^ 3^wyy^ y?r yyft y^ ?yFT gy, f^mry ^ 
x3t! 5 'f^g% ^ygy> fcT^ ^-'^yrRch f^y^iai ^ ^ygy^. 

fzTf%Ry ar^zrrqy^ y/ ^ yft ferf^ . ^-f^rf^Ry RTferyf y^ 

fcTyrmyar ay? yy^ y?r ^ ^ yy yry^fr t i ysyPr fh?-f^f5^Ry c^^ 
y^ 'i?r yjyy f^Rfr-.yR-^yy yy Pr^^icb/ yyryryyJ/ t^/ f^Ry' 
3T?fraTy) yr yyy^ar. yy 'y^ f^rgya y^ %yT yy’ Riy^ i y^gt^ 
tcTyry yyfery^^ y cyRsyrar Pig^ yy^ yr^ ^ifta ^ yry.f^ 
yyycTTyryT fcRyfcmnery IMy ^ yy.y:/ yy.yyyfr. ^ ffte 






[^in— 


VRcT^TTinijr: ai'^innuf 
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^ ?ITflvi ^ 3TEZITTO ^ITW •qV^cII ^ 

3rg?TR ti 

6. f^^ifcniFr, ri'Rr<j>i ^ f3siM, r(f?i<*)i ?ic=!i-fxif%«ji ystiri^ 

f^wff if STEZfiw ^ 'Hid*-^ f^ffecW fiRir ^ aittlSicT afanWf ^ 

if ^ fiRT vmW I . , ■ , 

> 

■ g>t aim^raJciT - %- ^< i Picp 

. K * ’' 

( 1 ) 

artfer 


1 . 1 

2. . 2 i- 

3. ' wunm 4 

4. .^w^/ . 5 

5 . 1 

' 6. ^ mi^rn 4 

7. w fcrf^ w ^SY . 1 

8 . ■ ; 2 

( 2 ) 

1 . jMm 1 

2 2 

3 nHm 4 

4. w?f^ 5 

6 . / 

6, w fcfftM7 w 1 

7. wwf^ w4wr^ 2 

( 3 ) ^-sRTRR f^^THf^wr 

1. i7^^vV7 / 

2 iMwr 1 
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3. ' 3 

4. 5 

5. >HWF7^/ ^ 2 

6. ^^77 ¥fw W fcil^0 W <P^CM SfWcT^ 1 . 

7. ‘7?W/\:9 2 

3 • / 


(4) f^^FTPi- 


1. i 

2 . . 3 

3 . "5 

4. 7 

5. a0^0} TT^FJ^/ UWfff^FFf , 4 

& mFmmr 2 

7 . 37I^fcff^ W 0 ^d^! Tmm^ ....... , :.. /• 

8. Tdirf 0?vy ^ R01'4 0?V< ■ ■ '•’ : _ " ' T 

9. 7m^ ■ - - :, - ^ ■ 2 ^ 


( 5 ) R 5 IM 

1. WP^ / 

^ ' TTWm vfp^ 3 

4. 5 . 

5. d0^0l TJWRFF/ 7 

6. mPnnm 2 

7 . T^Pp W R0l'd ^fp77 ■ / 

8. 3ii^f?iR)0 w cfpQ^ mm^ .7 

9 ' Tmt- 2 

( 6 ) 

1. iMm 1 

2 ^pwtRnp^ uP^^ 2 

3 7r^)ii0 3 , 







[ vmiri—73^4] 


: STOiyHCri 
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4. 4 

5. spjr^mm 2 

6. ^ fcff^ ^ 0^dv' TfWWP 1 

7. vVV’// 2 

( 7 ) 

1 . ' 1 
2. XTHtf^P^ / 

j. j 

" ■ .4 

5 . Tfcfpft^ tl^f^cf}/ cf^fy^ftf^fTR 2 

6. mtmm 2 

7. 7^ 1 

8. ^ fcil^0 W 0‘^CS !4'^lc10 1 

9. , cfTffwrft 4 


^ 500 ^ ^ ^ ’TP# ^ ^ SlfclRcW-^^/ 

(8) <*>^Pltn . 


/. ' / 

2 ^}^H7 2 

3. \Va’/‘V0 UP^^TN 4 

4. 7f^^)f^^)ci7R}i>}x^ n Wt47f7 / 

5 ^//S^0?/?g' ^ / 

6‘. 5 

7 RfThrH! Tmrf^ 0i40d! 1 

8. d0r7}c^ mr^/ d 0 W}^d 1 

9 . s{i¥jf?if ^0 1 

10 . 0 ?t/v ? f^R 0 ^ Rhf70 7[ ~0'-^c7 Wcfn70) 1 

11 . 7 ^ 0j<~{7 1 

12 7f0[^ 04"d/^ ' / 

in#! ^ ^ sfR ^j^>SPl4)dlf^cb^ 

1 ^ oMIx^ldl/ ^T!#R 

^ RiRhcm srfim# . 1 

2. dRcll 3Tf^0[y| . '1 

3. RiRjc^l 'iTIHlRf^ 0l4^df, 2 

4. ^ # 1 

5; ■ f#5T^/ (3^) 1 - 


413GI/10—5 



THE GAZETTE OF INDIA: EXTRAORDINARY _ |Paut III— Skc. 4| 


& . 1 

7 . 1 

8. xTCRT# - ‘1 

9 . 1 

10. ^ cffftn? ^ Cf^ 1 

11. cb4^i41 2 


1 . ^?<rR^ ^ oiii'i&mdi/ >tf?r^cf5 


7 

2. (^fc5c>Hi orterff 1 

3. cfTT^cf^ 2 

4 . 1 

5. , 2 

6 . 1 

7, acr>»llcpi ^61 2 

8 . 1 

9 . , 1 

10 . ^ 1 

11 . 1 

12 . 2 


: ?T^ #? yfilOT ^ ^ ^/ miHMlij ^ ^ 

( 1 ) 

1. fcTHPT ^jytcpTfcT^ ^ ^ ^ I^T^IWiaT w 

^ ^ 1 - ■ 

2. ^ ^ 3IT£TR ^ I 

3 . ^ 30 ^ 3 d^ ^ ^ I crarrf^ cr^rf^ ^ 

t^mpT, .fWr, ^fcRm ^ ^ ^-1cr^ f^prPT, 

H^rferfepFrr ^ fcNPr, f^mi 3fk fciwr ^ ^ ^ 

V3^ fcT^rWeTT ^ sngfq^ 1T?T ^ 


ftr?^ ^ 30 ^ ^ ^ ^ p ^r 

4. ^ Pl‘Hf^fe?r 'WT: 

(^) . 1 -. 

(^) 'cqi^Tdl 1 . 

' (^) 3TmRfr 1 

(^T) c^f^ 3T[^ 3^4 








[ WTHi— _ _35 

5. SITcn^ ^ 43 ^: ^ ^ ^ 

vJTTq^, # ^uf-^!(^ch omR m cf>T^ ^ 3(^dT^ t 

3lk sncTRT ^ ^ cf)^ i ^ ^ f^ri^T ^imv^ ^ 
f^nitftfcT t 3TPrcn4 ^ ^ ^ ^-4fef^FT 11 

6. c[f^ 3W4t ^ tm\. t^RT^ ^ ^ ^ - 

(i) ferft ^OTsb'^ ^ >[w? wfer Mwm ^ srr^ ^gicfe? ^ ^ 4 

^ ^ 3^5^ 'Hf^^ ft>''?ft WHTfef^ f4l^lf4sncTO ”4 cf^ Hl’^^iyikl 
feft ^ . 

(ii) f^ld^'l-d^i cj^ C^ q^^ld f^^MsTd) ^T T^ cr4 ^ 

^3nqr?ft ^ WT 4 srjnq 4 3^«^R 

WT # srrm^ ^ici^ c^ ■ot ^ 4r ^ ^ 3{^ 

■^TflcT f^^lWdT 4 Rj^cjl^^idq ^ 

HP^diqf^ ^FTTcTcf^rd? feVdlHI ^ 

3?Tfcj^3TN 4 qqfiqo'cT ^ Hiw^diyiki t^rfr ^ ^rt^ 

Mqw ^ ^ 3TTqT^ ^ ^ ^ 4k . 

q4 qq ST^H^T qM ^ I 

vjqylqd ^Riq? c^ strcit, ^ qri srrfk^ aTrqrara^ikk, 

■ ' 37^ q^ar 4 3 flY 24 ^ ^ 37^ W^ ^ 3 R 7 

'4‘^cidvfid/ wq kftroHT ^cbi^4t 4 ^ 3{^m 

cqkfkd 3TTqr4\ ^ cMiqi^' ;gTqe^ 


( 2 ) ^TFn^ ^ft%f%q 

q^ fcrqpT c^ feq ^R7q> kR qw 


(qj) ^aiHIR 

g/^/ /??(7?f ^ ?7^' <9/<24^7 

/. J^'vT? / ■ / 

2. 7 

3. czfrmm s 

4. 3 mr^ ^7^* s 

5 . cf>f^ mfNft " 16 

* snqKft ^rqe^ % w ^ 4k q4 ^ srjqq k%?3 

r 

(?q) cr^kq> ^ qq^ >kT 

5 /^/ ¥f mm: 1/30 


sf^tS^ mm mm 


t iMm 


1 
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3. - m^smn . . • ' i 

4. mmfl ^7^* / 

5 . , 45 /^ ^ 

* ^TTcTRff 'Sicfcv! ^ ^ ^ 

(it) ^ ^ ^ ^ f^^TT^r 


j/^/ ^ ^^TWn: • //2f7 

/. i 

2 . ^ 

3. - c^jmmr' ■ i . 

4. 3mr^ * / 

5 . 4 ^/^ ^ 3774 ^ ^^ 7 ^ ^ 


* 3TT^ ^ ^ ^ 

(tr) 


^f^/ ^ ? 7 ^- 1/20 

3(^ff^ ^^7^ WW 

1. jtA^ ■ ' / 

2 ^ 

5. . czfjwjmT ' / 

4 yf^r^/ smi^ i 

5. 3nmft . 2 


* 3{TcfRft ^ w ^ ^ ^ ^.arg^ ^rfter 


1 - 

3 

4 
1 
1 
2 
2 
2 


f^HfcfRi/cf wmr ^m[m: 

2 . cTcp^ff^ / cTcJy^frf^RR' 

3. M^l^l^Kefl mR'4'^ 

4. ^ ■ • 

5. 

6. Rcl7|4 <tQl<45 

7. ' cT^f^ 3lk ^ar ^ 3{FTg^ 

8. +i^R'^Rhoiil >^1HI[^<^ wfecrf 


' IPartIII—Skc 4 | 



[ yrFTIll—75prg4 ]_ ^‘n^STTir: airmJTTOT 


( 3 ) WTel>(>r-%TH 

<lPic)/ ^ w&^: 4/120 

1 . 1 

2. 3 

3. • mmm 4 

4. emRff4 

5 . srmnft ^^ 7 ^. a 

f^FTferfe^ vfirprr: . 

1 . ^ 1 

2 . 1 

3 . irnmi/ 1 

4 . yii)j|"^iidi yf^ 1 

5 . ^ 1 

6. Rct^T^ fc^R|cf> 1 

'7. ■'BFTrf^^' y?'l4cj7cli . 1 


( 4 ) WTRI ?r^-Rrf%?^T f^WT 


'^P0/ f^wif ^ TTmf: 8/240 

sr^f^ 7 ^ 7 ^ TTmr 

1. 1 

2. 7 

3 cTfimim a 

4. Tf^fT^/ cri^ amiift ^ 7 W 7 * a 

, 5 . 4^7^ snWTft 16 

.* sncTRfr ^Tcie^ ^ w ^ ^ ^ srg^Tcf * 

Rn==ffeT%cT ^STTIcjS cfjTRTT uHW: 

1. cf^'^|cf?f mJW6/ cfcf5^ftRRPT 3 

2. y^rtTRiT^ xrf^ 4 

3. 1 

4. 1 

5. Rcpiv^ ctcHcf^ ' 2 




TH E GAZETTE OF INDIA: EXTRAORDl NARY 


[Part III— Sec. 4| 


( 5 ) 


^ ' 4/120 

1 . 1 

2. 3 

3. mwm 4 . 

4 . cff^ emr^ 4- 

5 . 3J]c[r/t 8 


Pi^fclRsid "'^i6ra4> v^Lj'^cjET c^?^?F?T 'jiI\'<|): 

1. cTcf^Mt W^/ 1 

2. R^Vl^lleil ' 1 

3. 1 ■ 

4. 1 ' 

•5. cf^ 1 

( 6 ) ^ 

^Plcl/ Rw^) ^ 1/30 

sRRfu nrnr 

1. 1 

2. ' ^ - ■ 

3. mmm 1 

4. 3 mRff 1 

5. c^Rf^ 3 mr^ 3 


* 3 ncn^ ^Tcf^ #7 ^ ^ ^ Cf^ ^ 375^?^ ^H%T 
ft^feffecT ROT7 cfRFIT Xin^: 


1 . c^cJFf^cjft / cfc^^^W^RPT 1 

2. y^t^i^irai "qfeR 1 

3 . 0lH'i 1 

4. 1 

5. ' 1 








[ ^JPT ni — 3 : ^TTfT^TTT'JT 

7. 


{?) ^-f^wr 


^ ?^77' 2/60 

sAfSm ^Fimr 

/. un^ / 

2 . ^ . , 

3. mmm 2 

4. wf^ smNff 2 

5. srrmff 4 

* arrcTRft ^\4ci ^ ^ ^fdtcf 


Pi+^lelfecl ^1*^ \3'Me1^ cJT^TTTT uDYnT: 

1 . cTcFT^jft ■RT^TTO/ "^cb-ilRl'4^ 

2. wtmmi 

3. 

4. M-Cl^i 

5. 

6 . 


1 

1 

1. 

1 

1 

1 


(a) ^rgjcT Tf£f ^ ^-f^iTPT ftwr 


^ Wks^/T: 4/120 

3r^f^ mw w&m 

1 . 1 

2 tfer 3 

3 mRsmrn 4 

4. cT^/ 7f^T^/ cif^ smRft 4 

5. 3 mrA s 

■PinfeiRad \J^cl^ cf^^RTT vjfTXpTT; 

1. TO^-q^ Prf^cT-!T ^ ■mmm/ 

<\ ' 


2 . ^ cf>^i 3?%F5T^ ^ cJTR^Irli/ 


1 
















[ T§tir^4] 




VRrT^^NMsJ : 3TFTyRtfT 



, ^ ^ Pt^iclRsia 

1 . . 



8. 'JI’I *T^ / 



12 . 

13. ^ 

14. ^ ^ ’ -cn tt 

o 
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IPartIII—Skc.4| 


( 13 ) R 5 IM 


1. ' 1 

2. ^ 

3. oqixSTTdl 1 

4. c[^/ 1 

5 . 4 

6 . ^ ^ 1 - 


I^Rhr^l ^ 0 Ic^\j 1 fctTT ■^, ci^ 

3iamT^ cf?r ^if^cbcH OT5rt cf^ 3 ?^^^ ^ fc^ ^ ^ 

v^rr^ #? cir^ ^r ar^ ^ ^ arFi^gwr ^ #fr 1 


(W) ^torf ^ ^ 3TT^?T^ 

L argmr 


^ ^ pFTftRsId : 

1. feri arfen^ 1 

2. 'till^cnlf^q 1 

3 . cfj'irS’*! <Wc{7 4 

4. fe>T^ cfieici? 0 

5 . ^ 2 

6 . wr(\^ 2 

7 . 1 

n. T^ 

1. arf^fcfjift ' 1 

2. 2 

3. ^ar ^ cic^itftRH 1 

4. cb 4 ‘cii'?l ' 2 








r^rrr 










[ WTTIII—] 


IIL 

1. ;i>!t1cblcHi| fcf^ ^ ^'W4>lc'tll«TaT 1 

3. ^TcJ>^tefeR=e ' .1 

o 

4. cf)dldVK 1 

5. . I^Nl^cbldil 4 

6 . 2 

7 . 2 

1 


1 . 

2. cpjcTRjR nt'Sci'f? 

3. ^ ^ 

4. * ^ 

5. cffr^R ^ cfei^ 

6 . 


1 


f^lf^RTT fefT 

1 . Wf^ 3Tf^ryjT^ (yt^MN!4/ ^) 1 

2. "RRRRf? (3RMI14/^lyi ^iRR RI’^MII^ST) 1 

3. 'iicniij 'H<;^4, y>fen3T ’<i<4>|i| / 3ieHcMQ«t» 3TRK 

^aJricfJifr 1 

4. 3TR];jerf^ 1 

5. W^lcl<4^ ■ 1 

6. ■ w^-'^ ^ ojk 

4>el[ci7K 2 


-_ 

1 . 

2. >(<147 

3. 00414^1 

4. dct>41R|ijd 

5. 

6. 


1 

4 

8 

8 

8 

4 
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IPaim III— St;(:.4| 












[ VFTIII—■?3n^4 ] 




SRCRITH Ri4>rtei 

(^^) (STSqmvf 3 i^cilef) 

: 1. 1 (*^ ^ ^ 150 Ri'W^r ^ f^) 

2. i 

3 . 2 


(3?^ Srf^ RcR 50 

f«l^ ^ yR> 3FR WTRR? RMr SI^aT^) 

R^ 

%'W'^ 

f^RFT Rft«3/yyRy^ 

RI^ 1:3 

1:25 

3-4 RT^- ^ yf^ 1 

vHRicf>e3 RT^ 1:3 

1:25 

—R^— 

f^RjcRR—f^^TTR. RT^ 1:3 

1:25 

-R#r- 

«nci^ ctT^ 1:3 

1:25 

. -R^- 

>h?i‘^iR-fcrwR Rri 1:3 

1:25 

—R^— 

y^TR RT^ 1:3 

1:25 

-R^- 


(’icjvjjicf ^(Ba) 

7T^ V^ (24 ^) ftRS 1 

f^r>HT i:i (24 ^) 1 

^ ^aj, 1:1 (24 ^) !7?^ 1 

3nf^ 

3 rrq^?H. 24 ^ ^ fc^ 3 ^Tc^cp f^Re 1 

yf^ ^ 


^ ‘Wsyr 

-|y y^ ycf>-yy^ flrye ^ 

2-3 


3-4 ^ • 

1 fcTyyfry %^/yy#fr 


4-5 ^ 

1 fiyr>fry 

SnyTcTcRcfR 3TTf^ ^ 

fcT^I f^RFfty TRHCl'ff 


^ ftRFT - ymrf^ srrEnfer 


^ 3TN^ f^rte? 

^f^c|7el 


yf^ 13 i> f^ 1 

yf^ 86 ^ 1. 

yf!r 120 Wr^ ^ fc^ 1 ^ferq^ r^ 
yf^ 140 ^etPtyt ^ f^ry 1 ^5^ r^ 
yf% 35 ^ 1 R^ 






TIli:(7Ayj:TrKOFINl)IA:EXTIUORDINAKY _ |Fak i I.4) 

85 1 ^ 

0) f^lcbc^]J|-f^^ • ' 120 ^ ,1 ^ . 

^) ^-f^RhriiT • , yf!t 120 ^ fey 1 '. 

?f) yf^ 120 ^ fey i ^ 

3T) yfe 86 yrfeyf ^ fey i 

^) • yfe 100 ^ fey f yyf - 

^ yyfe. yfe^ 1 Wt ^ ^ snw? yy tot? y^ 

yrfe y?f 3TTyyyyHTT i . . 

3ftfe?y : ■ 

1 . 6Tyy?nyf ^ syyyy yyry y?r yfer yfer ^3fr yy fefe y^ y^ 

sRycfTeT y^ 3ny?yy^’ ffey-ffey ^ f | y^^jifey yyryr ^ . 

yyjy^ y?r onci^yc^di ^ '^ry^fr 11 , 

2 . yny 3fe yry ^ yfel ^r fefet y?r t^TTei ^ y^^OT tyn fey 

yrfe y^ orry^yy^ t \ 30 yfeym ^ feyy yy feyr yyi t yfefe yyif 
y^, yyffy^yy^y^^rfefeyyfr 30' srfefe ^ afe 12 ayyifeTy^ 

■ ^/ 24 fey fet ^ fe^ 11 ^yfe STenyr, y? aryfeyyr feyr yyr t fe 
feT^ fe yy4 feyy yy ^ ^ 25 yfeym ayyjfeicb ^.'3TTfe yy y?^ f I 

y^ yfe yy^ erf 24o-fey yyy t yryfe aiyyyrcT y^ 365 fey, 24 ^ ' 

fe fey yfey ^ ayyyyy^ fefe 11 ^yryy arrf t fe 1/3 yy# y?r wr 
aTTyyyy^ 1 1 ^fey, 30 yfew yffe ferf fet anyyyyyy y;^ 11 

3 . ^T^^tfeyy : fey-ffey- yyyy fe fefet fe f^yy %Tfe^ y^gfeyf fe anyiy yy 

^gyiy? feyffer , y^ y?f ^ ^ yrfe artyiyy aryyyfef ^' fe^yyiyiyr 
^i^^lfeyy ife yferf anyyyy^ f 1 '' ■ . 

4. : aryyyryr fet ayyyyyyTi fe argyry 1 ’ 

5. ^ HI rfk IV yyfeyr - aryyyryf y?r ayci^y^ai fe argyyy 1 








VFTni~73U^4] 


VRH ^ Tnm: 3mryrniT 


>5W^ (£|7T^ 3fk 3Rqc1T^ ^ fcff^FT ^ f^) 

it ^Hd'H ^ f .3ft^ ^ ^ ^-srPTf ^ 

^ ^ wr ^ 1 ^ cztTTO ^ 

t 3ft? fcTf^ fcTHFft ^ ^ ^ ^ 

%g 3ft? ^ 1 ' . . ■ 

7^?—ft^pjcf) l^l^l 

1 . 

{^) 3ft? v^^HW : ^li|l‘d4 ^ f^, 3ft? ^ 

?TWT^ ^ 3jeiHlRdl, 3TKm ^ ?JTti sft? g?dchldi} 

^ ■3fc?JTlR?TT, ?^r? ^ Otd/ilR'^l, ^ did>vj, fuf?FF _ '^K 3ft? 

im? t\ " 3^icjj^i^cbdi ^ sT-j?!!? I M^Vi^iMi f^, f^Bfti sft? M^ftjr^lien' 
^?ril ^ ?TFTR ??3^ fdk; ctrqcft^ 3ft? ^ — 3llc{^dcbai ^ 3T^?n? I 
^ 3ft? iRt ?T2TT l^dcTl ^ ^ 3TTf^ - SRctW^RTT ^ I 


?c7c7 ^ /^ ^77^ 

^ 6'1‘X2X3 
Wc7 27r v^-Vo^vV 

f^ 

3F]f ^ ^^cmPiTf ^ f^ 
^ £/7^ ^ 

#7.^77^ 


200 ^ f^) arft^ 




wr ^ ^ 8 wiM # vw^ ^ ^ fcf^ 

^ci'< w ^Rfff ^0f^(p czf^-w 
^ ^ ^ ^ 10 ^ 
STTTTrt ^ v'-c^)?W c^ 











[ ^ Ml—]____ __ 

^ ' sTjcmcfm ^ 3{^wY 

^ fcP^ {^^/fc^'^l 2 

3t^, ?7t^ ^ f^ 


(l) f^^TFT 

(^) 'c^iilldil M, yM sftY ^ ^ 

^c-HlRiJI, 3IY2T^ ^ ^ar 3Tk ^ GTeRTfr, 

. 3TY^lRili, W ^ •^, '^lilVl^lldl ^ t^, 

iTRflRr^ ^r?Rfff^-ferR ^ 1^ Rr^ ^ s^n tg chMcil^ sfR ^ 
^ 1 ^IRmc-I ■'i-dyfcl'^l ^ffTTTO (cRRrT: Rdo^l ^ xRT^ c[T^), 

Ri^liJi^ Rn^d # ^ 

‘ o 

cji^^R'ji ^ yt, ^fRTc^ fc^, 

RTR, 3fR. "te ^ fom. f^t^d ^ fcR 1?^ viM'x!)4r1 
.^RPTc^ $ ^-#^-36 M+e 3TfcrR^ g^ ^?tRct ^-ht^ 
RT^ ^TlfteT 11 

l?ofe q7 RegR^ ^ 2 sfR 2 cffe tg RpR cftc^ 

- ormzRY^ ^ 

: 

1. Rft qlo^d c^ ^ar ^ ^ ^TcR ^ "14d^ ^ 

^fRTm 11 • 

2. Rtr cfic^ ^ crttr RsgR^, eriR ^ 

^^dld ^ dc|^ 11 CR^ ^'dx!ki\ ^ ^ 3TgdR 

^ ^ t, ^ cRRmr ^ tJTRfr 11 


^ ^ ^ 200 {<\{h^ ^ f^) ^Rfer iTRO" 

R^cfl ^ lOO/'iW'S 12 

egRd -er^ 100 / ^^r^ . 12 . 

Rfe R^, ^dlHd RTRe^ WM 
3mT^gd, drar cR^g sfR rr^ ^tRh Rt, 

mt R?r TTR, (Rt?^-RYq;| R7R? ^ t,^)^ RhRili4)' dmRR^ ^ 3TgdN 

snR 




1413GI/10 —7 




50 


n i i: CAZF/ri’K ok indi a • kxi uaoudinaky 


(^) iriW' 

^ kjcK-i^'^1^ ^ 

?7fev 371 

em^WT ^ 

Rch!^^ 

3ihR^' mf # ^ 

'3//^wW/3vs '37^ wr^ R RfY Rf fcfw 3iiR ■ 
tiRd ^ ^ . 

uft sifv ^ w^37f # f7^ Rf mfRf (m^ R Rf^) ■ ■ 

v\ A / n\ 

HxM (RR 

Rm sfR mRvTm (3jwf~3Mn srmN R) (uR(^) 
^37f WMtR ^¥WT S^MCfRz 
(# 3^^ RR RRf R Rr mRRR 3iMtRhd 

31iM^r^c| yfenSTt R R 

MR^, 5e^ 3 Tt1^ 


|l*.vKi.lll—S k( •.41 


aiid^^idfTdi R er^WY 
2 
12 
45 

50 

1 

50 

50 

1 

1 

10 

SjjcOT^I^l R 


(n) Rk 3 p^ uRn 

mwRRRr 60+10^ 

u^tR Ry Rrt . 5 

Rw^. Ry RRt 5 

i 7 


^ W ^Vw^377F R RfV W^OdvV (Y^ YiRyt) 50 


Wf YfTR 


200 Cdff^cR R RfXY) stRRrt mw 


RRfkY Ry^ Rwsr 7 ^/j^nR. 984 R Rt 12 

RRfRRfRYRRY, ytiRcT w iRcf^ (yRR ytRu) 50 

RRtYTi^RRRY 50 

m^^RfRRRRY 20 

YRR^RtW 25 

ycRRRn RyR ytRct yRRyy 5H- e 

RRtmw 6 







[ WTin—TgTrg4 ] _ %TOT mvim : a m T MKU f 

# 7 ^ ^ 4 

WH}^ 12 

^ >i^l$ct>) ^ H)^)^f$ch 2 

^ 3if. ^ ^ wmf^ 1 

0w, JW 8 

^Rm ^dMf^o*^ m 1 

12 

^dif^ct? mMf^Y • 40 


15 

10 

i^c^Mdy! 10 

^Ricf ^ f^ 27 ^ 10 

^ pR 20 

v^s^fmw 20 

WI^f^rmN 8 

3/W^eWfe7 2 

‘ 6 

W^fyRc^ 3 

\ m€ ^7?tff ^fMldR , 8 

0c1\! ^TR^^Ff c^'IC'f ■ V/5^ ifl'f 2 

^^)chH ^ 2 

'^dd 0c4>i c^cl 1 

32-10,000 ^ffitTRT(^) 6 

dl^d^Mu'if ' 3 

3l)d}y!f^d)cH/^l}Hjh 8 

3 

^ 2 

7dW ' 12 
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vTW nm snR 

tV/@(f 3jfcR^t^JFf /^cfe7 
^7^ ?77^ cfT(4^>^4 

3/7W^ /fec^ 0^ (,:cf}4c: 

0f TcWW ^3/7?7^ W ^ 

0Fmfk 

^ 3lk M ^ w0 


3 

10 

1 

1 

1 

1 

8 

2 

1 

1 

1 

3 

1 

mmmn ^sr^m 


Rmn 

^ 2 

ciRRi'iJ m0 ^ 8-12 0f 00 8 

3i}c)cr(^cf 3 

30r 0' 8 

wr^ 0^ 3 

w0t ’ 2 

c0zm f0m ^ . 3 

80 

f0R mTHFfmi : , 8 

W#c¥7 ' 8 - 

^(00^, ^00e 00 " 8 

0 c/iw 30f 8 

000> v^/^'^V 3 

m 0^ • 3 



aromnTJT 
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[mill—Tsrcr54] 


0-250 ^fcmw 
spM^ 0-110 

wm 

f^ ^ 

fp)^c)iiiPh<p ■^*^\: 

07c7 m5f (^dfci^) 

wft 27^ 

^ 3im7 ^ 

ifild 2TfW7 ^ '^Rl0.C>i 

4^7^ 12 ^ fc^ 

mm ^cfttn '^ chi^^iicfi i§ 2^fuf7v 
^km /Qv^Wv' 

'^, ^ 3n^ ^Fffkr, ^ 

X[^TRm ^ fcf^ 

3Pm^ Hl^fbl^lo 

ww witmim ^ simuch^j ^ ^ ^ wf^. 

^ ^te7 3^ ch)R<1?d ^d}H? mf^ 


3 

6 

6 

2- 

6 

60 

3 

4 
4 
8 
8 
8 
4 
4 
4 
8 

1 ^ 

20 

20 

8 

1 

3 

sncmwrr ^ srfm 


WTF2I 

cblillera eft ^ cbmld^ ^ cj^RJilL ^ 3TcT^, 

3TEITZR eft ^ar ^ ^>W4>Idil ^ 3ldHl(^ilC ^ SfePTTfelt, 

^ar ^ efre?^. ^ ^ Pv^ ^ Tifer - sttcr^rkit ^ 

srjfTNl ^f#cT ^rftw^ ^ 3ft^ 3{Prcf)T^^ ^ feP? 

^ 3fly fir^ ^ eft 3TTf^ - 3]|c(yijc|5di ft 1 









TIIE GAZE1TE OF INDIA: EXTRAORDINARY 


(w) 3ft7 

fMw ^ f^ vi m (50 fM) v^27i 

(wm^) 


~fctw^ 3i^mr 


IPartIII—Sk(.4| 


@2?/^ f^ mom ^ t 

sfmf^ uTc^/fecir 

qTSY ^ 57 ^Av^VtV 

3n'ifnr^R wm 

^Smuf ^TTfPr \!)d)f^chH 


1000 ^ Sf^^d 

wf^ m 

^Fmrf^ f^ iMm, m mf} 

eik? ^ ^ f^ ^ 

^TTfcFf cw 

WT (f^ mY^^M) 

^ mmf^, w 

mwTf^tT^ ^ ^ wfiu; 

wit 97^ ^7^ 

tf ^ thf, ^<pR<t>ci 3^ 0v^n:7v^ 

^ 3m^ wwuf^ ^ 

Hr$'^y^)wi # f^ itcikjw^ 


^ 3if^W7 


m 57# m>R # ^ 


;7q#7 ^ 
4f^TWV c% 






[ vmiii—T^4] 


»TR(T^TT^m3r ; 3THmRTir 


wmw ^ 

mtrm^ 0/dd>^ ^ ^ ^ 

mtmmr 

citg3^ ^ WV fftcT^ ^ 0C 

^ 100 7tV/^v^) 7c77^ W^ 

^fkft ^ ^ ^ ^ f^ 


^ emR ^ 

^ Tev^ 

f^ mM 

1/5 ^ 0 ^ ^T0> ^ u//') qfc^ tCiH WM 
eicdl^^dd ^ 




dv, ^r^mFf 
27^ cfet^/Ay/v' 


^7^ Red ^RRy^0 
2 X 2 7ct7^v^ 


^7^ # U^T^TWSlfv cl)dl<t?Rf ^ fcFl 7^ 
?/c 27 ’-/^^rWr ^ d^0^d 

0 )c) 0 dl 0 l>i) ^ W C^ y^ddR^I >il'HI^Rl 0 ^fR 
?M ^ Wch 7 ^ 7v772/^ 3fRwf^3nR UffW 77^ ^ 


/ 

/ Tte" 
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_(Paim III— SKr.4| 

1 ^ 


mPmw 

c%t ^ Wf^ 

Offv <t>l4 ^ fcP^ 15 

fMw mFm mcff 25 4M 2 

Hi^wt 5 4f4f 2 

4f^, 3T5^ 

^c?c}^tew 3ft^ ^ v?Wf77 WR mRT, 

f^Rfcfff^f^ 0i4f ^ fcfv ^w w44f 0i4 ^ 

3^7 ^ 3r^ ^ f^ 3 



1 

cm3ik f9HM/^d)4ld^ 

120 

^/9cf} jmv ^ fMR4444Pft^ 

120 

^4fM4?Fr 471 - 47^ ifPr 3^7 ^ f4^r4m 

2 4^ 

fM^, ^ 10 tM 3ik ^ ^ 


2 4M, 4 30-30 ■ - 

ermwemr 4 aifm 

^._fcfv 74/4^ WR ' 

12 

^R^l4}dR 

9 

(7c^R4}4)e7 474^ 3ik 17^ mR ^ 

2 

r7t4^ (0)R0cf) 

12 

fcTS' sfR v^v/e^ TfRrr wt4 , ^ srR 


^0^4 ^ fcf7 

30 

44)0^ ^ 

40 

0Rmci f4^ w^Tn' (cl's 

2 

0l4l^ci ^ {4ki\! TfRu 

2 

4^0(4^ f?/Rs7 100 4Rff 4 1000 7fRf( 7R5 ^ f4f4^ 


SRJcfRjf Weft 43f ^ fcf0 

6-6 

(4(4^ 3{m7) 0 V/^Vd\7, 

STJcRWcRUT 4 3f^W7 

344<p 40 4}cict 

sTm^iwur 4 sffTiR 

^ifTRf ^kfef 

SJRRTRm ^ 3rfHR 

^ift)^ 4}(iR 4 sfRr 

sfmmKfT 4 34j7m 

344w4w 

mcRZfWcrr 4 3i^77r 
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^ (-20 

vf^ 37k wm 


IPartIH—Skc.4| 


1 

1 

3 


(3m^-3{WT) ^ 12 


M ^ WfR^, 



3tlc1^H0^! # 3rfm 

^//\^<7/ <5/ a^md 0 id<i tit Hill 

OnFFRycfT ^ 3i^tllt 


mcm^KfT ^ sr^tm 


2 

3rf^wkj wimt 2000 tMt trf^ 

12 

1000 tfMf 

60 

500 tfkff 

24 

250 tMt 

24 

100 tfkff 

60 

50 tMf 

60 

^mr tFFm ¥M i50 fnhxw 

15 FFoT 

100X^WD(12W^ 

30 

75 TFmxi2Fm ■ 

30 

(e) sftw—1^511^ 



^ 3fk ■^fTRrfeRT ^ ^gf^, ^ STeRlft, 

3Te2T^ ^ ^ar ^ SfdHlRiTI, ^ ^RTHTferf, 

^ar ^ tcf^, cff^, t^Nf- sfr? F\f^ - ^ 

3Tg^i 'dimY^ i3f^ y^ftWRTF ^ 3fr? arRrcFrfe c^ 

3fR filWft. ^ 3TTtm ^ ^ 3nf^ - RT?F?r OTIcRWcTT ^ I 


>!-C\flcf^l ^ cf^ f^FJWV cU^ f^*i)illHy, Cl^H v'-//@f7 5 

Sn^'f^^d m (500 5 

^ 3mi^¥Ff 3 







[ vm 111— ] 

$^<r^^Cy! 

WR ^ 

H^fcRFT ^ ^ f^ SI^Hofl 

^—wfcfa ^f^<P Rct^f^i ^¥ 

WfRMfUV 

cINRRhI t ^ v77^ 

WR 2 ^ smRr mr mcw jpp.er 

xRm^^RnrYfff^ 

^)R?^i w^ mcm ^-291 3ik ^-265 
^ch^d mdR t76 

^ Rm^ - mdR ^-75 
sitw.t^fRd R^>fi7 - mdR ^js 

^Rfw cM ^ ^rpff ^ f^ 
w) ^ ^ wt ^3ff ^ fcP7 ^rYRj 
fci^^ wmTw ^ ^<kcRM ^ RfR^ 

(^ WRm ^ m^ # fcRwYtftnp TRkRfm 
mtmjmr m ^>^Hid Rm urf wm i) 

* 'Mi^}^ (md) 

* PfU7 1/4 R^rd^ dRu 

* wRt^} ^ iR 3/4 w^ v^/ 2 //^dV ^ 3fR 18 ^ d^ 

♦ Wf^ ¥lRdH sfR RyRn 

♦ ^fRlJf • 

WR yjfcdi^ WRcYH dRd # ^ ^YFff 

■ # dY^ # icRl pm 

♦ ^RRfd ^ mwR ^ sfFf^ mmcmr ^ t 





/5)v V'A^ 

J}^d^ mf^ 

Sf^ ^ 0J2O 


T1 !E CAZE1TE OF INDIA: FXTltAOKDlNAUY 


srrR ^ fcfv 27^ 
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(x) cTTfpRR l^cKHei^exI (^T^, 3TFpf^ fcTPr^^JTPlP^ 3^7 

'ttilRqlif^ccr) RlRh'^^i—P iR>c>mi 7-^if^a cfj^ 1 


^ ^5^^m 

^3?Tv3^/ ^3fR^ 3rjHlRd ^ I 

(i4) ^I^Pr sfhr PwT ^ . 

1. pRH 3fP XJW^ X?W?xjff ^ ^-3TXT 11 

2. xjxm^ 3fp RfJb^^^Hd ^ sm 

3. XJXTcf^ 

4. cf5|4i^lMI 


3RT PWT 

(i) PiRj^i ter 

3f)c|x!^^ \J{\^4ti 
uWchdx! 

■^eTcT^tPr^ ^l^M>J)^C>i 
te^T)- c^ 
f3fe4l c^'^c 

^cTlRlvJl'^ 
c^cfTiftxi 
\jfi^l<w cjoiR^x 
sfR 


2 

2 

1 

1 

1 

1 

1 

2 

1 

3j|c|Vi|cbc1l ^ ai^fTR 
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( 2 ) ^TcTR f^rwj 

42"X27" 

^ mm 22“X30'' 

Mlf^cb ^ 10" 

kHlRcicb 18" 

18" 

cb'«TRT 

sft^R 3fr? fefj cHl^H ^ fc^ 

>^>01 24" c1<^^ ^ 

''^" >^c1 48" e1cr?4^ ^ 

cfj^ 12 ^ 1 ^ 

\Ji\i^t< 7 " ^rm 


^ ^ 22"X30" 

^ 22"X30" ' 

^ ^ 72 

mR ^ "f^ 3fr^ 
fcrf^Rf ^ ^ 
il^RT ^f>Tc?r 

mR ^mR efTTO ^ le 

00 ^ 6 3fr? 10 

^ fer R5T^ Tj.-^.Rfr. 3ft^ # 

pi^Rhid ter 

ter 303 sflR 304 

ter 

(3) Hi^f^ 3 igmn sffR 
tete 'ter 

Cl<^'^ ^ Cf>l4 ^ ^ 

iR Rff ^(RTR 

vjI'^ 1 

wqR 1 


1 


1 


1 ^ 









[ VFT III—4 _ 

WR nWR-HSi ' 1 

\ 

1 

Tj^j^yj ^ ^ 

1 

3fRRVT _ ■ 1 

^ ^ 3TRR^ 1 

f^'^loi 1 

i^TT^. A 

f^cJ 1 

3iicj?^chcii ^ 

^ f%r^ ftfr ^j[ci?^cj9di ^ 3?^;^ 

5cTcTpft * 3licl^i^cbdl ^ 3Tg^ 

41cri Rr4j’Tl Pl£l ^)[q;^<Lj<poi ^ Sl^'dK 

teIRcix! ^ ■Sncf^^T^ ^ 3Tg^ 

ftt^ 3||c|^7rcf?dl ^ 3T5^ 

^ ^(qy^cll c^ 3T5^ 

' 311c|:^<L[cf)c1| c^ 

cn^ 'dw 3ik crraR ^ncmr^ c^ 3^3^ 

1/16, <1cld 3j|qyi|cr)ai ^ 

3fmH^>eR?r^ ■ 3jTc|y2Tcf)crf ^ 3T3^ 

Sik Hlf^ef ^ ^ ^ 3?^^ 

#^RTR^ T[J 4 

72"X72" 3TT^6R ^ 2 

16 wpr. tR 3ik 

35 wpr 4/^, Xl'^-c\iiz =f#cT 1 

+il§sp|>W’iRcr> i^^-cj^c 3f[tf) "cf>j^^ 1 

7TT ft 1^5 ^ 1 

■^pfeTRk 3TT^ ^ 2 1 

WT 3f|y fct^TRRft^ viM0yi^l 1 
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35 2 ' 

(4) c*>|4j^IMI 3jh 

^2J *1^11^ 6" vh'cll^ 10” 'fcl'cjlf^ci R|'4'< "4^ <Nl<W 

(M 1 

^8T 3” ^5^ 8“ 

wenfcm sfr^, ^ i 

(^cjl^fe'^l 1 

^ 1 


trfSn i4o ^rrffh?^. ^ 

30 #TT ^cn%l^ I ^ ^ 3jk 

?eff^ 4fc^ 200 

?tc^. ^ 3fk 3rf^ fenr ^sn 


^^■!?T?T crnn? ^4 |ct '1 

crf^, affcRTMfcf^t^ 3flY ^ C^ 

^3it ^ 

5c^f^cr> ^’Ic^'Jl 250 cHC, 60 4fe, ^T^jf—^ 

3ft^ ^ 3r?te ^?Tf%?r 1 

^3R , 1 

. 1 

t(i\jly 1 

3{|vie(^e 1 

^ vdMcbxIui, ^ ^ 

^fTf|?T 1 ^ 

<cim €efl^<j 1 


1. ^ gfRTci: Kn%4t^^ ^ | 












[ WTIII— 




2. ai^23m alt? ■gfci^rt fev, ?!%ct ^'tefiv^ alt? ■?Tc??-l^f^c?i! 

f^witf ^ ?rf^ ^.^t. aft? ar^ f^^twcnv ^otcTst ^srrtt ?iTf|y i 

3. aT?^Tnm aT£2mH ^ arto ^ f^, W aTm?^Ff> t ^ fcmFit aft? ar^HTTt ^ ^ ^ 

q? vJ^WT 1^ ^5THT fyT?T^^ aT^f^ 'H^I^Jdl ^ I 

ar^^tr-^ 

5fclc|«f ^.^.fr.^. ^ 250 ‘^rteT *?ddT i> 2010 

’Tf?ctt?[ aTT^jcffTR qRqq 
8, Mi^c—14, gl'<<?>T, 

^ f^e^—110,077 

^?>Tm.+91-11-25367033, 25367035, 25367036 
: +91-11-25367024 

^ : mci@bol.net.in, contact@mciindia.org 
^ei'di^c : http://www,mciindia.org 
^TRcftTi arr^f^iTR 
^ r^CTlt, 16 attld, 2010 

?f. HT.an.^. 35{l)/98-^.(ii)/3492- HRct^ aTT^fepT qf^ arf^tf^m, 1956 (1956 qq 102) q5t qT?l 33 
£ji?T qqpi 9if^iqt ^ q^?^ fq, "m?^ arr^f^fTR ?r?qq? ^ arjntqq ^ rtHf^f^er 

f^f^m T-mtt qmcr: - 

1 . (i) TTter aft? m?^ ; ^ fcrf^mqf “qfcm^ qq.^.^t.q+r. 250 qiRynlr ^ ^q?pi 

^ (^ft^fhpT) fcrf^qqrq^. 2010 ” q>?T uTiq I 
(11) ^ 'H'ichi'Jt vpiiq^f ^ qchi^PT q?r qrft^ ^ ^ i 

2 . , ^ qq'stqq qf^ qq4t4tq?t 250 ^ ar^ptfer 

aft? aTTgffiiFr ?mTq ^ q^f^ aft? ?fq^ apqm ai?qcncit ^ anqi?? q5t 9 t^, qq^ 
f^JqFft aft? at Well n't ^t ?eTq? (apqm aft? crqpftq^t qtqf) emr viqw t^jfRcT q^?qT 1 1 

3 . qf^ qqcjteftq?^ ^ 250 qifecit ^ q?^ ^f^qp? q^r^ aft? aqgfeR ?t?gtft 

■fempT qmef: 

( 1 ) qprq 9T^-fcr?rR f^wr 

( 2 ) qpfcf 9r^-(^qTfct^ femPT 

( 4 ) ^-tePT fctqpT 

( 5 ) ?^vj?tcf—f^5ll*1 fcIqPT 
(e) ■‘tW-f^tfTPT f^tHPT 

( 7 ) qjt^r^ Effete f^mpT 

(8) qpgf^ fcIqPT ■' - 

( 9 ) f^*TPT 

( 10 ) qTcf?tP-f?t^#qpl 

( 11 ) 

( 12 ) ?q?n-f^5TPl ?f^ ^ tePT qq ^ ^'f^^Tpr 

( 13 ) cotf^q? ^ 7q?ptt ?tq f^HPT 

(14) 9 Ieq—f^PhoHl l^qiM 

( 15 ) tedTq-f?t 5 TPT 

( 16 ) fetf^RTq f^tqpT fWi 

( 17 ) f%%?tq frricfp?q fctqR 

(1 8 ) eppf, ^|cf>, qpq ?tq—TctPPf 

( 19 ) ^-f^rwqf^iqpT 

( 20 ) q?jf^ qq ^-tePT 

( 21 ) 

'dM^iYqq fWnli arpnqr, fctPPq f^^tqwiaft ^ ?qinqto feift/f^m'lHi qr^qqpT ^qcTT^ qr^ ^q^et q^c^V 
atr^%TPT ?p«TR't A qr ati^Rsin ?mPT q^ ?t^ arrqqqq^cnq aft? qpmr q5t ?qT?sq ^g?5q ?fq^ arrq^qcpdiv 
q5?^ 3f^ fWr ^ ?PP^ f I 

4 . qfriq^ qq^t^tqq ^ 250 qrf^eft ^ fc^? qr^q^ ^t^q>d qp^qr aft? aTrgf^sTPT ?f?6TpT ??p^ ?Tq^ aicq+pr 
aj?qcTTdt A ?q f^fWt ^ ?!m ?fd^ qpm; 11 aft? hi qqivjRdR^ci atajm aft? erq^Mt ^ airai^r 

darr q?^q> f^RPI >3q?qj? KPTdqq ^ r 
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31^-1 

3lk 


^.1 

^.1.1 


^.1.2 


cfM^ ^ srcpirr ^ ^ ^ 

3T5Tr% ^ w TOnfr 11 ^ srjrrf^ ^nro ^ ^ ^ 

cijc|;H'l4lcRU|- ^ f ] 

^^f%c}7d TR^rmf ^ 3F2T ^cf)^ chli^d ^ 

3?TgfeH ^«rH, ^ ^ 25 'ijpr ^ ^ ^ i 

cTSTTft, ^ ^ ^ ^ 25 cTO ^ 

3Tf^ t, 3fk 3Tl^rq1^ ^ ^ ^ ^ t. ^ 

^ ^ ^ ^ #fr sfR ^ ^ ^ ^ ^>I>Hdl 

10 l^dV^eSf ^ ^ \ W^. ^HTcT^^/ 3ncfR?r 

^Rdt ^ f^ ^I'fSd't #? ^![Tf|?T c|7f^ ^ ^ ^ 

^ ^rji, Tjft 10 ■q^ ^ ^ ^ i ^ ^gterq, 

^ I! (fefcM^) f^ vjTR[ I 

cTs^jft, "q' (3T?qqwr^, ^ 

^ cfjicidt c^ q^rq cfjq^ ^ 

qq^sTR/qq^sTT^, ^ q^i^ qrq^ ftp ^f^'cbd chf^d, 

3Rq^, ^Wd, ^I'dl^^lil cWii^l 3fk ^ddH ^ RlPi'dHId'^ ^ 315^ 
3{trf^ 3F?T 3TcRmPfT vSM^tP 31cj>(-fTddT ^ ^ RrfficT 

af^p?^, ^arq ^ erjw, 3?^ wqarR/ emrK qq 

^ qR 10 qq^ qq ^ I 

yqnqiRfq^ : 

q^rqwrf/ #q ^ chmldd (36 q^ q^ w (54 q^ qqcpq 

qf^ q^ar (so q^ ^Iteq), qqqt^ Sl^ftarq^ q^ar (10 q4' ilteq), qqqferq (l5b 
q^ T^l f^qq# q^ar (100 q^ ^t^), qfq^-.qqn^ q?f^ jq^q 3ftq qfIdT 










[ vmiii—isnj^4] 


VR?r^ir 3 m: 3 wwmiT 


93 


WF^ ^ 1^ 3TOT-3TOT cf>aT (200-200 ^ (400 ^ 

^ v3iq^ wm\ wiw I 


^.1.3 cPT^ : 

^)f#vJT ^ 3fl'5M'^M ^fR^TR ^ 1^. 

^ w? ^ fcRrrn^JTar afr? sr^zrar ^ ^ ^ i ^rf^ 

^ fuR^r WljJRf IT%OT 

^rf?Fit ^ szfr^f, STjmR ^ ^ W 3RI 3Icf5KP|cf> ^FTReff ^ ^ 

1 ^ 3R:fcRFlk TTT^ W-^'H, 3)k 

^aftcffluTc^ snifrfeRT cF^\ ^ ^r ^ 

^ ^rrcrf&cjj ml^ #fft i 

^.1.4 C^^R : 

^ cllclljct^feld g>[^'^Te1Zj (4000 ^ ftRT^ ^ ^ 

?R ^ ^ 500 ^ cF?r RTOTT 3fR 3Tx^ Wm\ rfSTT WcT*=f 

RcR^ 3f[^ XR ^ ^»T^5rRT cRTT. "^R^T ^ RRfS^T ^ I 250 

c^ %q 3R^ cf^ cfR) TR) ^qiR^ 3flY,250 ^ fc^RTF? ^ TR? 

^ I ^ ^ ^ 20000 TTiOT 3^ ^ 3?^ #ft 1 

^ cfTT^ T\ g^cbl' ^ ^ ^ ^ 3?RR qY 

srgqTcR: fcRlf^ ^ Rr%i? I ^ 100 ^ 3^-frf^ 

fcT^ vjf^t^ 3?k ^ STRTR ^ gcfevR uTTW I -g^ 

3TRTqR ^ ^ 3!?i^ zft ^ WfT 10 ^ I 

(^'HfM^et ^ cqcRsn “ift ^:- 


cf?. 50 Rtort TOT> cJMHidZj; 

ZI. gZtRrrcRIHTST 3RT fcH^ cRT^; 

R. 

R. yf^ RRT^ ^gi^3Tt c^ 

^.. , ^\f%ztr 3]k ^ (w%t); 

R '^RRR 50 ^ ^ 3f^? R?r 'gf^ 

cjidigcbjcid cF^ 1 

AfeFd cF^ ^ RZjVRirdiq #fr W%^ 3ik ^^f^RR. C^ 3TSRRR 

^ ^qRRT ^fRfrPR^ ampfr ^ 1 % 1 f-^RZFeR y?r ^ ^ 1 
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^. 1.5 : 

^ ^ ^ ^ ^ cZTR^TH . crf^: ciT^i^^f^er, 

^ ■sjTw^ fsri^ 300-300 ^ ^ aron ^ ofr? 

650 amr cn^ ^i f^rq^ ^ sftcRt^ 

ytv^cf^, W ^ ^ ^^rfecr 

^ 3i|ci^^c(7 5TS7 c(7^[q XrfTXj^ | f^’JTFft 

. ^ ^ oUlvic^H f5^X^ ^ ^ ^ STffTR 

xmrpTT i f-cf)arr ^ cwen #fr i omi^h ^ if ‘ sr^hxr ^ 

f-^an/ciK^-te ^an if wrmw ^ ^%rTx^ ^ ^^ttIIxt ! ^fi^ crt^ t:^ 

^ 3T^ 3?X7^ W!^R ?Ieff if ^ ^[fcCTif 3Tm ^ 3 ^ 1 

- C6.1.6 ^TJ^^/XT^taXT : 

3rf^ ^ 3{f^ XR 2000 ^ xm X^ WnN-g-Xffta^T 

^.1.7 XfTf^frnft^ STJiTPT : 

C^ 'frtIcT ^Vjlf^c|7 ^ ^-aTc^.3T5^TFT, ;5T^ WT. 

Tq^enMn afh? ‘^'^6 cppj ^ czrarm ;5n^ i cbdici^r^’ 3fr^ 

cT^ hI'^cH^I’ c^ fc^ WR XJtTeRcl WRT I 3fr? 

^ivj&] ^ ^gf^sTTxx 3 ^ wRfr i 

^.1.8 chl4^ll'dT : 

^ chi4i^n'^ ffift, 8ff^_3TOcrT^ c^ Ac^Pichd. 

' 3fr7 T7/X[?t ?T2TT Xj?f ^ t 

XjVildiyrRI cRlfe 1%^ RJX^ l '■ . 

cj^.1.9 : ' ... 

.fWffXT xr^jxj^ cF)! Sl^aTR, i^RR ^ 1^ uTT RXfRT 11 XT^ 

c^ 3?dTcFT, xi^sff XT? yi4rti|'cb cFTrJ y^#F, cR^ R^RRT RR %a^T c^ 
R^^f^XRRcFRT t) ' 






[ vmm— 3 ____ 

^.1.10 

3^'i-Mdlel ^ R'Wx!!' ^ ^ 3TgTO ^ ^ v3Md^ ^! 

RcboMd: ^ 3ljHlRd ^ 3T^ OTT^ 

cfRT^ W 11 

^. 1.11 RiRh^i ftrarr : 

fct^ 3fk 3I^2Tm ^ flTOT WRfr 

M^c^hi f^arr ^ Ictitttt ^tt i 

^.1.12 srjft^TH ^ : 

fir^TFiT ^r, ^ srg^ y^ f^r^TPr ^r ^Wtt, 

ujt RRicjci 'd^'df^d sTj^fefH 0i4 ^ vjyg^ \5ycf?Wf sVii 

3fr? f^RT^ 3Ty% f^yryrenyt yy fcT^^TR y^yr ^ i 

^.1.13 4cc|cf) 

^aff, wyy sfty # ^^isi'^h ^ fcrf^Ry 33^[yTyt, 3Ry?n# 

afk ^ mv^ ^T%cr tef# ^ayei^ cjrrtt 

vrfTyyr i 

y^.1.14 ^ yy aft? oijmiHVircHi : 

afk 0r5fli c^ ^ yy %Ty aft^ c^rymri^ ^ 

• yV^diwiki ^nfrf^ f^arr arj^^ ^Ic^ ^4^ 'fff>yTcf>^ alk ?f^ 

y?.i.i5 f«r^: 

■pRd^ fsTaTcft 3TT^ ^ vfryTft afk y^rt^r ^ anw 3y^Mr 

^J|?ty^ ^ vjIHfe^'t' ^ ^ ^fT{%y -4141 >H ^ fct^ viMet&T 

^1 • - 

y>.i.i6 'W'ctPdi afr? vjIch aryjf^ : 

ar^nyy wp, alt^ ^ ayy ^ 

3j|cj^ijcbdi^ agypft ^ yyf^, ^gfcimy (Tfhyiery afh? 


95 
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WrFTR- ^ 31^) ^ 

cZicTfSTlT^ ^ ^enf%tT ^ 

^l. 

c|?.1;17 6 (5f^ 375-375 ^ #>?r, fuT^ WT 

^ c^ 1^ ^ cfj^ vJTT^ I ^ ^ W9T ^ 

^ ^5^ Pm?PT 1 ^ # ITc^ ^ 7TT 

^ #? 3TeFT-3Terrr Wm olJcR^Tr #fr 1 ^ TmtPWcir3ff ^ ^ 15 
^ ^wef ^ ^z[T^\ ^ar ) 

q^frwHiq t^. fWr ^ qq i5o-i5o i 

^ ^ qTfrrmreTTSft qq ^>k^Hlel, ,Wjf|q^ ^ fcrt^FT fcrJTFff 3I2rf^- 

^ ^-Icl^, ^a^P^icf-fcrirPT cTSTT qjrgf^ fcTqFff 

qTimwT 

i^l^cbd ^ ^ ^ ^ ^pfmrTHF ir^. ^ 

^ ^ RfipPT ^ ^l q##3T ^ ^ 3f^ qqtP^TT^ 

cpH 1 qc^ ^f^qrd cpf^ ^ q^iHfchV>Hdcb'cn bW i 

q^.1.18 rafidHi Rrarr ^ spTjrqq^ qq qRrapq; 

RiftoHi ftrarr ^ 3PZTTqq> ^ qRm q?r srcrf^ qq? ^^rttb 
,6l(iiq>^ qPcnB q>l pqq^ 1 

q^.1.19: Tn%r 'PTR-e^ q%Sm ^ 

q^ cqr^ ^r,.^^Tgqr#g# qprftq^ sfR 

qriH ^qrq c^ qr^H ^jmrrfet ftraq q^ qM^ q>^ cfe 
f^, cpi^vif ^ c^ qwrRrq? Rpm ^ q^ qpM q^arw ^ 
^ I q? wq^ ^f^cbd qq^ ^ 30 q?r ^ ^ siq^ qy qq^ Tfe 

q?r qrqT ^ 3fqq ^ I Tqqt #? ^eqqisit qqr sqqpfr ^Biq^ ^ ^ q^. 

^gf^sft ^ qyq 3yeTq~3{ePT 3T[qpfrq cqqT-qrq "OTeT^ q^q^ 1 q?leq 





[ VFTIII— 


mrtT ^ TTsm: ammim 


97 


mi 3jk 3?K7m ^ vif^m ^ ^rfeRpr 

fcJwT ^ mRc|^^ cztcr^ (^fOT? ^ ^ f^) m(\i 

^.2 

( 1 ) 

(^) .'371^^ fsf^r^ - ^ ^.15 ^ 3?^^ 

(^) ^ar - 3ft^R^ iTK^^, tcftter, 

jcrf^ #? ^ ^ ^ 3^^^ ^ar (90-90 cFMfe^ 

^) #t cnfe ^ ^ ^ 60-75 ^ cRim w ^ I 

(^) cf^ cRT^ tg 

Rr^cJ^ ^ (500 cprMte^ cPt) ^1 ^ ^J%T P[^-^7crf?TT ^frf^, 
^■^^TT'kT ^ ^^ifcm 33k elite: ^ ^ ciidijct^^d tel I tei 

^ 6^11, 3fr? ^ c|t?T 6W I etd ^ 

3I^23m vi^cbxiui te I w ^ (12 cFtite ^ WT), 3 

SVl ^ WR (^ 3 ^ m 33k ^ 1.5—1.5 ^ ‘ikR ^) 

3ft3? 25-30 tef ^ f^ (25 teite cfiw) 

^ ten 

(^) . 3gteR : 3gte^ ^ fte ^ 3r3te^ (50 ^ teR 

^) te^ I 

(^.) : ^n^lefff^chd tete, tekf, ftemiTRT c^ fte fMfte 

#€t ter, T^3TR3fTt 3fR ^ ^ ten yter ctstt #g 

cRiT tefr (300 te iW te rtvr 3ik 

teft WT~^ ^ "^te tekfe 3?T^ ^ te te cite (250 , 
ter ^ te 4 c2j^ ^te) ^ 3n^te ^ te ^rtt ^ i ^ 

3TEWT ter %g 50 tef ^ te te m teR ter ^jqcw ^rri ^^rrte i 
te^/ c^ ter? ^ te te ^rTerrte ?ts?t tete ^ te ^ 

efte (15-15 te te? ^) te I 
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(rl) fc^TT%T : ' 

^ ^ wf\^ ^ar (30 ^ 

^ ^ 80-100 ^ I ^srrf^r. g^Wr ^ ^ ^ wtt 

^ ^ ci?r -^r yfM ^ 3 i%f> ^ ^ f^Ro vm^nri 

(^) ^ W^T : ^ PI^IcHRsIcI ^ ^ ^RRH 

mTIT^, ^^TTO: 

1. ^ fcTHFn^sT : 1 (l8 ^ ^ WT); 

2. : 3 (^ (l5-15 ^ 

^); 

3. cqK^JRTT - 4 (^ ) (20-20 ^ 

^); 

4. cT^/ - 6 (20 ^ ^ 

5. fcmm ^ cpar - -qcf) cf^ (12 ^ 

^ cifdl); 3fk 

6. %-3rGTm ^ 1^ ^ ^ (12 ^ • 

^ITHT) 

( 2 ) ^-f%H 

(^) oMI^M ^fR5TT ^.1.5 ^ 

(^) ^ar - t^. srtg^ 

fcTfe^ 3ik 37^ '^-~w^ ^ ^ ^ ci^ar (90-90 

■^) ^ cnfe ^ ^ ^ 60-75 M5ft WT ^RRfT ^ ^ 1 

(■^) ^ ^F^ar - 125 ^ crt^ ^Mgcjci 

^d|?T PF^lclf^cl yrftWHig cjRT^ ^^TKpft: . 

. ^ 

(i) ^PiTr-i ^RTtw^ (^) - (300 ^ aRiw gn^r) ^jqcw 

W^, tuT^ PRcR ^ ^ s5Md^ ^fRT^ Wpft 1 

^ c^ TTTar crf^; ^ cfm %RpT cFRRFT | 

^ ^rcjT ^ ^ ^ PtuTcfr ^ 

^TTt^ 3fR ^ ^irm \ M^Vli^ndT 





[ vpTin— Tsr^43 

^ ^an (14 ^ ^ wr) 

^T^fTI 

(ii) 5RiVi5^ncHi (i^) - (120 crfjfre^ cn^) 

, T5mpft, ^ ^ ^ 

(2x0.6 cfj^ unr^ 1 y#T?nc^ i> ^ 

STTcf^ c^ ^ gm c^) ^ .q^ 

^ I TTRlfcW ^ ^T9T (14 ^ 

^ a^w cttctt) i 

(lii) Trm‘ 34^TW?rMTV : 

(^) VRfl^RMeil - f^r^ ^ ^ ^ 

yafl'Ji'^iicHi (250 w\ mcfr) ^rt| i 

Tm ^ ^ ^ ^ 3fk 

^ ^71^ ^9TT 3!f^/ 3jq^ OT ^ I W^ 

^ ^ %iT^ ^ cZjcR8TT ti ^ 

yiAq?ricn ^ q^ar (14 ^ ^wcf cTTeii) 

■^jqer^ cjT^ uowi 

(^) ^Tfh?-%TPT IPRTt’TOT^ (l20 ^ qTcfi) 

^rftcT 12 (0.8 ^5^ ^) gRT# um^fr i 

(^) Ikrplk ^'^cb'idJ] : 

^ fkrPM ^ g^ar (30 cpf ^) f^RT^ 

^ ^ ^ 80-100 g^' ^ I W9TTf^, ^ ^ 'fRM ^ WfT ^ 

^ fkxft ^ 5^?T^ ^ ^ ]3fM ^ 3 t 1^ # ^ fkrr wfit i 

(^.) 3rptrm - 3g>qqH ^ ^ gq? 3Tg^^ qar>j|?'iidi (50 ^ ^ 

^) ^ I 

(^) ^ fc^ WR : ^ kg kRkkR ^ ^ ^fSTH qRRfT 

ungqr, ^^fpR- 
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|P,\in III— 

■ 1. , ^ fcjwTT^ar: 1 (18 ^ ^ c^^); 

2. : 3 ,(15-15 ^ 

3. '^TFR?^ - 4 (^ (20-20 ^ ,a^W^ 

^); 

4. - 6 (20-20 ^ ^ ^ '^): . 

5. ^ feiPlcfi<4 ^ar - ^ cf5W (12 ^ 

6. %-3WFPf' ^ ^ ^ ■('*2 ^ 

cJT^) 

> 

( 3 ) ^RTT^ 

(cf>) ^ivLsiiFf ^ ^.1.5 ^ 

yjar - 

Icifeifr 3j^ spy -^-a^cy ^ ^ yR yy#r y^ar (90-90 

^) yrfcfj ypT ypT 60—75 b>i^'] y^ ^-yry ■syyr^ yRiyr yy 1 

(^) yep fciynfty ^^yyyyfy y y^ar (30 y^ akPReT yy) #tt, f^RPt 
ypT ^ yy^ 80-100 ^ i yeykr, g^yy^r y?r ^ rr^ y^ yyyr yk^ 

^ fc^ ^ gyyy^ y^ yt yfM ^ srf^ky y^ yf[ Ptyr ynyyii 

(y) srgyyH - s^gyyry ^ ^ yy^ srgyyFT yytyyiicy (50 yk 

yryfr) ^ 1 

(y) yyry^ ^ wy ; ^ypp ^ PtHf^f^d rpt ^ wy yyypy y^yyi 

yrngn, yryy: 

1.. yykfR yy fWireyar: 1 (yy? ypRT)- (18 yk ^^ryy ^ aryw yrerr); 

2., yytf^yy yt^yy/ : 1 (yy^ ypRi) (15 y^ ^^fyy ^ ^fwer 

yicTT ); • - 

3. . yr^ryy^ ^Myry/ cyKsyiyr - 3 (#y y^k) (20-20 yk ^kyy 

ykr); 

4. ci'^c'^/ yyyfy> — e (20—20 yk 41 yy ^ alyy^y qi <4 yt yyk); 
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5. cbl^dij ^ fclf^lchli] "^aT - (12 ^ 

6. %-3?£2Tm ^ f^ ^ qp^ ^ Y-aiPT (12 ^ 

cfT^) I 

(4) ^-f%R f^NFT 

(^) ^.1.5 ^ 3T5^ 

icflf^ulH, 

3T^ ^W?Wf ^ ^ ^ ^ar (90-90 

^) ^ enf^ ^ ^ 60-75 TOlf Vr T-aTH ^ ^ I 

(^) : ^’-iil^ld^ ^ ^ ^ ^ 80-1005 W^f ^ ^ gTW 

Wd, ^ mrfTOT (150 ^ ^flkY ^ ^ I 

^ 10 vif^ f^rwr^ m^\ 3Tdw,,i^ ^i 

(n) 8flem^t' ^ ^^gtersft, cit^tt 

^tosfr 70-75 ^ ^ aroi Man 

^ ^^TTffem ^JTf|?T OTT^Nfr WT (HWT 500 ^ cfT^) ^TTI 

W\ ^ 8fielwfl ^fTT ^ tfr 3Rq?Tm ^ ^ ^^-Mclld ^ 

81^ ^ ^ M)i^RHcb’ ^f^Rf'^ fWr ^ 

^ f%7IT tJ(]^ I, 

(^) f^r^TFfn? ■ . 

^ g^^rcfTT^ g ^ar (30 cr^f ^) Rm^r 

^ cf^ 80—100 ^'fdcp [ ?TSnf^, ^'Rl”cp1 ^ ^ ^I^NI cfj^ 

(^.) ^ ^ ^ sT^mH yzfrroR^ (50 ^ ^ffr^ 

cTT#) #fr I 

(^) ^ RTf^rfeifer ^ ^ cfT^ 

^ 3 Trx?^, ^TTO: 




TH E GAZETTE OF INDIA; EXTRAORDINARY 


[Part III—Skc. 4| 


1. f^Tn7TT?2jaT: 1 (t^ gm) (18 ^ ^ cn^); 

2. : 4 (15-15 ^ ^ 

^); 

3 . cztrs^tctt - 5 (w (20-20 ^ 

^); 

4. - 8 (20-20 ^ ^ ^ 

5. f^TfPT ^ ^ar - (12 ^ 

cfR^); ^ 

6. %-3r£2mH ^ wf cf^ ^ ^f8TH (12 ^ 

m^) \ ^ 

(^) ^ . . 

^ ciicii^ci^f^d ^ (100 ^ ^ ^T^) 3fk 

• PiHt^feicr ?n1^ 

(cf^) q^cbxT^l C[9TT t^lfeSTf ^8T afTV vi^q'TcfTSit ^1 Wi w, 

^M'gcKT qr^>> ^gfci^ 

(^) ^ TTCm^ ^af; 

(tT) ^ ^ ^ ^ST; 

•(^) i:r^3Tif^r v^TeiT^ snfe ^ 

^ ^ Ic^ wrw^ ^ai; 

(^.). t;^ cfj^ WT; 

(^) aicMi^w ^a^; ^ 

(^) ^STT f^qPT^ ^ I , 

TFRJ-WT ^ ^ f^raPTm^, 1945 ^ ^ ^ 

' ^ XI!-^ ^ ^2Tlt?rf%eTtf^ v3q>!-4>'V sftY 3nf^ 

r 


(5) firipT 

TT^^ ^ ^.1:5 ^ srjfTR 

ql^cfe- 
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[ W>Tm— ^(girg4] 

sfk 3pq ^ ^ ^ ^ar (90-90 

^) 6)^1 rfife cf>H cIrH 60—75 ^ 7^TFT v3Mc1^ ^ I 

(^) ^ ^ ^6^ 75 ^5T3it ^ ^ aTOT ^ ^HTST 

^ ^ ‘^‘ij^icTii (120' ^ ^ m^) #n i ^ 

■GTTTT^ afr? ^ ^ C^ ^ ^ ^ 20 

^llrlTTT ^jfl I 

(^) fclwfk ^chldij: 

. fcTJTPftTr ^ ^gf (30 cpf ^) #nT, 

cf^ cfjTT 80—100 6^11 I cTSTlft, ^ 'mVs< 1I ^ ^Ml c6^ 

^ ^ ^ ^ ^ ^ ^ Pmr 

(^) 3T3^raR - 3T5?Tm^ ^ C^ 1^ 3T3^1^ M^Vl^lldf (50 ^ 

^) #fr I , 

(^.) ^ ^ f^ PlHf^f^d ^ ^ cfT^ 

WW, '^TTO: 

1. f^rmwrar: i (3Hf> c?^) (is ^ ^ m^); 

2. 3^Ttf^ mIc^'V ^ • 3 (^ ^) (15-15 ^ ^ a^Wd 

^); 

3. >H^r7fcb cJTKsfTmr ~ 3 (#^ (20-20 w\ 

^); 

4. y<^'^ - 6 (20-20 cfTf ^ ^ ^t^); 

5. f^mW cbl^lldil ^ ferf^r^ cj>gT - (12 ^ 

■qrdT); 3jk 

6 . ^ ^ CR^ ^ (12 ^ 

cFTdT) I 

(6) 3 fNw-f^^ t^wr 

(^) cilT^H ^ ^.1.5 ^ Sr^fTR 

(7^) ^ar - cgRM, 3ftcRt;g ^^?rfctdd. 

3fr^ 3T^ '^~W^ t ^ ^ar (90-90 cFfifr^ 

^) #Y cTlf^ ^ ^ ^ 60-75 ^ W^om dT ^ | 

(d) i^fecbd ^RTtTOTdR - PlHf^f^cl ^ 125-150 ^ Wd ^ ^ 

S)p|-e4>d OTtWdT ir^, dTW: 


THP: GAZETTE OF INDIA; EXTRAORDINARY _ |Part ill—S k(. 41 


(i) ^ A ^ wr (14 ^ ^ 

^ ^HeTT) ^ITJfrPt^ ^infcb^elV^ (300 A ^ 

^m)\ ■ ' 

(^) ^fij^lc^ - ^ 75 A 8T^ ^ 

^ ■'^i'il^cRi (175 A AA ^ cfr^ 

A. AA cfT ^fcr?RT" -rm ^ ^ fxTWT 

^ ^>l^HIel ^ ^ ^^^TFT ^ ^ ^ ^ 20 

Ifrt^ ^7^ ^T7^ 

(^.) tcTHTfr^T f^THFfk 3^?R)T^ ^ (30 ^ 

■^) At\. AA t 80-100 ^l cfSTTft. 

^ ^ As^] A WTT ^ ^ ^ 

^ At ^^mwi 

A) ^ AA ^ ^ yTilT^FcTT (50, cpt 

^) tA 1 . 

(lc5) "^E^STf) ^ fcTT - ^^ST5 ^ fefT PlMf^f^d ^ ^f^TTT vi^ef^ cjrTRTf 

1 gW'^-R A f^lHFITeTaT : 1 (18 A A c[I^)- 

2. vAr^/ fr^ : 3 (^ ^fA) (15-15 A ^ 

^); 

3. - 3 (T^^ cJ^ )(20-20 a 

m^); 

4. - 5 (20-20 A ^^FTkT cfT^ ^ ^5^); 

5. fWl ^f)Plta7T cl cf^ (12 cpf 

cil^l); 

6. %-^rc24m ^ WS Wt ^ (12 ^ 

^ITc^) ! 

(7) 4?'1?Rfcb f^WT 


(^) cZTR^ ^.1.5 ^ SfJ^ 

A) sftcRt^ mV^cJ-c^, ve^I^ ^cflR'vjlT 

tclfeol 3T^ ^ ^ (90-90 cFf^flU^ 

^) ^ cflf^ cjTT ^ ^ 60-75 WT ^ ^ 1 






[ vmill—igty^4] _ ^ ammTTPT __ 105 

(tT) f^r%c^-fcri^ -$ -Rt^, 

f^, ^VdVjRj't 3(Tf^ Cf^ ^ ^TtmieRT (225 w\ ^ 

75 c^ cf?r c2T^^ ^Wri ^ 

j^chiiJ gTir ^Hid ^ ^ c^ddTJ i ^ cf^ ^ ^ ■ 

20 Vjq^ ;3TTXT7ft i 

-^ftt|fcl5lM ^ 1^ ^ yiflJT^IIdl (275 xpf cn#) ^ I 


(^) 


(T?) ^ ^ ^T^^TETR W^fr^l^lloll (50 ^ 

^Wcr CTT^) ^ 1 

(^) '?eTH : ^ RFTfcTfecT WT ^ 'dHd^ cRFTT 

vfPRT. ^TT^7?T: 

1. ' ^ fclRFTl^aT : 1 (^ cfjW) (18 ^ cTTHT); 

2. k|>HlRi T^ : 2 (^ cfR^) (15 ^ ^ WT ); 

3. cJTRsZTRT - 3 (diR R>^) (20-20 ^RW 

' ^); 

4. yci’J^fe - 5 (20 cfR); 

5. R ^ar - x^ (12 ^Rw 

RTdT); sfR 

6. ^-3|^2JFR ■?RTqj ^ 1^ W} ^ WR (12 
RRR) I 

(8) R>^gPr€t ^rfef^R I^rtr 

(Rj) cRRsRH - RR ^,1.5 ^ GTgRR 

RRRfR Rjar - %R ylv^cf^, 'kHI^<5 

icffeRt 3fk 3RI RWWr ^ #R RR RR#T W (90-90 ^A^ck 

c^) ^ Rrf% RRT ^ RRT 60-75 R^ WR RRR^ R>RRT RTT 1 


^aM^'ecRRj - R^ r^ ^ cfff^ 

'gtosff'^RftcT■’75-100 X^ R^ WR RRH^T cRT^ R?[ ^[RRT RMT R#aTT ^TR 
#R 'R>IRldR -RflR ^ (eRRR 600 R^ ^RRjd RTdT) RtRT 1 

W ‘3iicTR?l MRj RR WT RT eft ^■'Welld A RT SRRRTH ^ 

3THR RRR ^ FfRT Rffl^ 3jit^ ^'i^^ld, 4 >I^Rir> ^f^Rid fc)RTR RTR 

^ f%RT sSRRT RT^ l 

IWftR gRTRRdR - ^ fclRFffR J^RRRRR R RtM R?5T (30 R^f 

RtRW rr) ?tnx f^r^ r?r ^ so-ioo ^l rriRt, g^iR^ 

R^t ^ R^ R^t RRRT rR%' ^ 1^' I^Rlt ^ JRTR) ^ ^ RfM ^ 3?RrR> 

R^.Rit RTRT vRTWI 
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itRctr chc^iui tcrw=7, 

3fk 'Mx^dl STTft ^ 3T^ M<f$Id cF>7^ ^ 

^ NH'il^ld4 (175 cpf ■I?te7 ^ cTfelT) ^ | 

(tt) f^THFfk a>WchHi| - tt^ cf (30 ^ 

^) fvRT^ ^ ^ ^ 80-100 i ^srrft, 

^ ^ ^ WTT cjr?^ ^ ^ gf^. TjfM ^ 3Tf^ 

^ ^ PpTT 1 

(^.) 3Tg?iETH - ^ Srg^T^ MilVlJ^lldl (so cpf 

m^) ^Rft I 

1. xTcf fcirrmr^ar: i cifrt) (is ^ ^ wt); - 

2. : 3 (^ (15-15 ^ c^ 

cir^); 

3. ciiiv^idi - 4 (^ '3^) (20-20 ^ 
cn^); 

4. >i1lR^ct?|Rci ^ oMIylsilidl - (12 ^ ^n^); 

5. ^m^\^ fcr?tw ^ ^r^idi - ^ (12 ^ cit^); 

\ 

6. - 6 (20 ^ ^ ^ cfvR^); 

7. fWr 4^iiildii ^ feiWm iF^ar - cfjTO (12 ^ 

■^); sik 

■ 8 ^ cf>^ ^ WT (12 ^ 

^^TdT) I 

(i5) yrarkr^ Wfs^r ^/ Trpff^ wwr ykiapi : 

i^f^ci^d wsrft^ ^gfsrr 3jk 

iii^ui fki? TirtkT sfmrfeT ^?c[R82j krarr ^ ^ 

f^ ^ nr^T wfaq yftfOT ^ ^l wsrftcf? cfc 

^Ci>d ^ 30 f%.it. ^ ^ C^ 8T^ ^ ^ cf?t ^ ^ 

I. ^ cT^TT sncfrfft ^Tcfckf ^ f^;^ ^ gf^sfr ^ 

sTcTn'-sTcTTr 3n^T#a cqcrfeng divi^fl 1 ^Icj^rk/PiTsite 

. ^/ TTP^kr wwi ^ikiaFT ^ 

cF)^ I ^ ^ ^rf%cF^ Cblc^d ^ ^?pjpf M^imPlcI^ yiteR ^ ^ 1 
^ 3fk 8|STm cMT yftlOT f^illchdlM ^ 1kg cb^PlcTl ACsIkd 3ik 
Rnhll SKI ^Rkr MRc|6d cZfcR^JT {^\H) sfk WiTl ciVdl ^ fkg) \5Mct^ 
uTTg^fri 

■T -t .Z.T"-...,-.|^.w,|vT.--^-t — ■ • ■ TT-t|r*i)||r-T T~- —■■ i~-nrjT fT"- -rrTvpT- ■'r---r"T^r»'+’'--'^i»~r- if -jit•rf-^»>'f' ' |'tiT--T' rr»~T--»'Tf tT' nr- j - ■ • 











VRH’^TTjnTsT: are i mfu j 
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[ WTin— ] 

HftTOT' : '^^ cfe cp*^Pi<ri fcj^TFT ^ 3 ^' ^fr^ ' P y ^ 

f^iwr ^ #nnr i ^ ^ 3n^-^ ^ 1^ -q^ 

^. . m^Nq ^cii^ 

^.1 wqr^ 3r»^gf^*af 

^.1.1 ^ ^ cFTf 70 yfcmcT 3TcT^ ^ WT 900 qq> 

'4)'mtrH'^' ^cmcH 3Rq?f[cT ^3"^^ I 

qrq ^ .1^, f^ntar so ssirctgMr ^ 

^ 'wi ^^Tci '^ 'q^ ^ fcTO: 3f)Y 3#^ 

ciw cqfcf^qt -$ ^ vjq^ wwq UTP^I ^ ^ 

700 qq qq> mim qrmr i ^ '$ 1^ 


€\ 4t, ^fT%r, %eM, 5>RT^ 3TTft- TTftcT ^ vjq^ ^WTTI ^ 



arj^TRTPr^ R'^rau] ^ #f. # ^3 t-^2t fcmFn^sr ^ w 


Icmr^ ^f srsiTm 

^.1.2 ^ (36 T^) ^ ftRhoHi si^ar^ (36 cFT ifl^). qmtm i) 

cTsn f^THFr ^e'^ sik ^rmig^T ^ 

w^T, . A’feRf’i' sreftaRfj ^ ^ 

vSTTeREf cfj^ Wt^rr I Pi'Hf^fed ^ •’ft W7 ^TTcRq- ^RltR 

^srrfeq: 

(^) ijWiSIW cpfuidil, 

(^) ■'aT4^Pr<35 ^cftt?>r^, q%wf ajk sir^gs^ ^ Mot w^i, 4ii ^ 

gfilOT 3ih 14^ ^ JTOT6H ^gfclOTait ^ifTftcr ^st (eoo M 4te^) i 

W c^ gOT^ I , 

, (q-) 4feg)cT srgiTFr (350 g4 %:?) 

(^.) sra^t g58T 

(^) 3Rq?rr^ sfk ^esrq) ^ar (120 ^ 

^.1.3 300 ^ cf§t aror qm %rfr ^ wr qn w 

3fr7 ci^r^/ ^-eTH' ^ 'OTeRST v3W^ ^ .3Tc^. 

3RqcTM ^ cfRn^ j 
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^.1.4 ^ fclW[ vdHcf^ c|j^ 

■^wni 

^,1.5 '^cil, ■^RRc|Tf ^ ^Ma+ilel ^ f^PT^. 3|I<ft,'tHcliell • 

afrf cT&TT ^ m\^. 4e>!ch"R 

cfRKIT ^5 TRttt I 

^.1.6 3{TcrR?r ^Tcf^ 3jk SnefT# >^|ckiN!l 3TTf^ ^ 

3l>Wdld ^ ^ 3TTcn#a cfRF?T I 

^.1.7 3R[T#-^ c^ ^ fcl^ ^ ^ ^ ^ 

^ f^, ^ fcT^ (3fr ^ ^ddH 4 (3^ 

3jk ^) MR^Rd yRr %pft i ^ crM ^ efft vjrpfr wrf^ 

^ ^ ^ ^ ^ ^ ^jqfMcr 8 (3^ ^) yRRd 5ri^ 

^.1.8 3f^ sn^fgMr - sneigWt ^ so 

wR^id yfrf I 

^.1.9 3i>wdiei ^ 

UrcrT afr? ^ sn^^T: 

^ 250 c^iRcidT^ fcR 3T^rf^ c^?r ^fT^,1250 tl ^c^lRch 

^ ^ feR vJ% Pl^ldf^d WT ^ R'^ I Riel Rh^ WT ’<i0cll 'iHd' 

(i) ^ 

sRrfer sfk ^cbi^ifl' ^ 


1. 

'^’i>!ci ^CsRi'i 

300/10 

2. 

cJld^jVl 

150/5 

3. 

cRrf^ 3ik ^cRT^t ^ 

50/2 

4. 

e^, >!(cI^Vl 

30/1 

5. 


30/1 



560/19 




[vmni—^gprg 4]_ 'iTR^-aCTTFim: 


(1) sJW^ #? sracFT, TT^ST 71 ^ 

Ff^ eJTc^Jf fi^fcR afh? cT^te: cT^f^ ^ 
■?wfr ^ 1 Wt ^ ttft ^ I 

(2) wf 1^, sT^rsTTc^ TpI, 1^ ciar ^ sr^cit^, wrw ^ 

^^•Malell* 3ik 3Rq?n^ ^gferr3Tf ?5T wfW ^ 

fcr?tw^^ ^ y%aM ^ ^ 11 rfSTlft, ^ ^ STfCRTM 

^f^chd cbl^vH C^ y^jK^jf^cfj f^4'^uf ^ ^ t ^ ^ ^ 

fcT^ ^5ET^ 3TWR 3rW ^ fr cfj^ ^1 


W^- 

3fk mtwmy 


’ 

3T^r®cT f^'itlx!! afh? ^ 

1. 

■flVHr^ ?TeJI-f^fih6HI 

300/10 

2. 

f^(?ffJI tcT^TFT 

150/5 

3. 

^r^fcT^ ftmFT 

60/2 

4. 

5W-^-^ fctlTR fcTHFT 

30/1 



540/18 


^ #Ff 3ft^ WT ^ ^ 3nq’^fe^ 

fif^cr)ci 1 

(Hi) yy 

3I^r%?T %cT^ 3fr^ ^ 


1. ■JRjfcT 

80 

2. ftftpf 

60 

3. 

10 


150/5 

W5f ^ 

1250/42 


: (1) 3TI% f^^TIRTr fcTcfjftRT ^ ^f?r IT? SHcR^ f^»TT 1% 

'Hid<t»')Ti>! f^f^'dfiT ftran fcrf^iwg^, 2000 ^ wr 
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no 


THEGAZETI'EOF INDIA: EXTIlAOliDlNARY 
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v5fe^%cT ^ ^ STeTM ^fST^ 

(2) ^ -^wu m 1%^ .Mw^ ^ swcira 

sdcrfeff ^t! 

^.1.10 3ft^ fWr ^ W cb'i^cfy! sfk ffc? 

1 • 

^.1.11 cbi(^vd/gwT ^^>Hi^e y?^ ^ y?^ 

WT? ^ 3rgj^ yy f^nf^fed ^ ^y^ y^ yny^: 

(^^) yyryiyrf ^ f^^dyr ^aTy> ^ ^ f^iy^ yiy. 

yV^di, ■^^^yry aft? yy ^ ^ ‘tftyy yyr f-fty ayft yllcf "pr 
ydT yifftcT 11 

{^) aTKyipT aft? ft?-aMTyy ?yTy^ i 

(y) ‘yr.aTT.y. y?r y| IctI^ft ?yTcr^-'^ aft? ?ymcffeT? m'dyyjy 

yft yfty ^rycfi ^ I ■ ■ 

(y) y^yn aft? yrf^ fM yy ^ ftfe-yR, 

Mr-yi? (?ymy^-^ aft? ?ymyftcd?) ^\ 

(^) yy) yft c^ ^^r?H yft^ argyyH l 

(y) yftwy it?t y^ yy yft^ ?ffyy| wfeyt; ?FftHyf aft?/yT 
a^yyyffty? f^yry^efry ^ yft^ i 

(?5) yr ?ryyy ?Ty?y yT?T yyy %y yy g??yy^ #? aMdlWf 

• eft sZft^l 

(ar) ?Fyy fcr?yfct?y^ sft? ^?Tcft egemf^ yyr ?f^T?yT^ eft f 
^ (^) yy^ yft y?r ?Tftt yft^yaft ^ yRyry i 

(5{) ?y?r yF^y^' y?r yMdi y^r ^-yr? i 

(e) aT?yyM ^ ftyifty? ?Try[ff eft izft^ l 

(3) ftfeyd yy^/ ft ftffty yft ?ty>yiy yy Iftfty fftfftyyrycft, 

'2009 ^ argm? ftffty yft fdf yft ?TyRT y^.ftg ffty? yy ^jyiy i 


"'-^|t-ii|'^» T .-^'ffi^r 'r t 


rtrr.,-. 


Tf -'Tj^r™)>.j+(‘fT.-^J4rKr'.r^Yl- I HffH-' j'r'r'^ .-ffhr^rr- ■ .r^r-r- .-rr-w. 








Ml 


[ Wnill—T§U¥4] 


^.2 %|P|4j 

^.2.1 ^ ^r PiHfeiRsici ^mF\ nTOW yTTxrnr, ^wr: 

1. ^ ^ 3?to ^ 30 ^ 1^ ^ ^ ^ 

fir?^ c^ #Er cf^ LbiRT^i 1,5 ^fre^ ^ ^ ^ ^tnr i 

2. ^ ^f>[ 

3. ^ ^ ^OTHT 1^ ^ ^ 

4. ^ 3fl7 ^M-ciK ^ari ' 

V. 

5. ^ ^ 1 

6. WlcT^t 3jk 3T^ viMchxIt'il' ^ ^aT 1 

7. 3n^ ^|c|^ 3^7 ^ WT I 

8. ^<iPich ^ar ' 

^.2.2 37^ ^ PiHf^R£|(5 3rf?|Rc|7T WT cPYRJT ^5nW: 

1. fcTmwfafr ^ iTg^ ^ chiiild^i i 

2. 3RT ^ w^l 

3. ^<]Rc| 7 IcfHFT ^ ^ "<7^) i 

ftnpjft: ^ c5T 3jmY afR ^fr^, f^^TFi ^ ^fer^ ^ ^ RrerfRcr 

^ ‘1& 3fR tTRT” ^cJlPlcb fcTiTFft ^ RyilPl^^ll’ ^ SrjTTR 

#fr I 

^.2.3 3TR^^ Rrfc? , ' 

f 

3nM^'5H RpHfefR^d #ffr, ^^TFTcT:- 

1. ' ^ y^ftarr y^ar 

2. y^ar - yjy ^ ci>y ^ fcmR 

3. 3TR^ .Rrfc7 . 

4. 3TfR?PT ^ WcTTcT Rc^y^ 'inH 15 fsl’Td^) 

^c'S c^ar 


5. 
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6 . 

7. 

8. ^ ^ar 

9. iMw OT aft? ^?f|cTr3# ^ 

3TeFT—3T<TT) 

10 . . 

11. ^ ^^aF^ 

12 . ^ 

13. >H^li|chI ^ cffRin ^aT; 

14. ^ cnftTT 3iq 3jk 

■^TFiT^ ^ ^ U0W ^ — TTcf) ^ f^, 

^ f^, 3ff^ ^ 't^'<Vl ^ fel^ 

cTSTT ^tefj Yti^ ^ f^. cfv?Tf ^ I 


3TR 'IHf^chcT fcT^tW^sft ^ 31Tq^ ^ I 


fcfftR 5rf^3# ^ 1^ arferf^ cf>^ ^ ^ 

11 

^ 3T^TM, 311chR-TchcfT/3nqiU^Rf ^ 

PTHpflr ^ 3 tn^^ fcl^ 

^ ^ Pcm? ^ RTT^ ^JTTWI 

7^.2.4 P|t*^ciH 

T^ Pitcfi^ 'i^, ^ m vj^ 

Rr^ 3Tm^^ ^ Tfyjf ^ ^r ^sr ^i 

TqrrtR viMchxiui #jY siRrqtfer Tirofr ^ cpj^ c^ 

^ ^ ^ 6[^ >kL^^l^vj1v!. SRcTtf^ >lti>l|^d, cffr^ >^i>il^cH, Tjaftf^ 
3RRTI^ qfrafR N344>'iUf sfR 

sfk ^M43 \uiY ^ 1^ $ I 

TJ? fcTHFT 24 ^ WT 3fr^ ^ WT^T^t, ^ #? ^|RPT 

sirf^ ^ 24 ^ ^ I 
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[ »TFTIII—W54 ] 


^.2.5 

iJiBicb ^ cuf^ ^T^-k!cKi^c|e\!. 

viMel^ cfj^ vjll'^^fl I SRWraf ^ t>lcH<ri ^ ^ <^l4 ^ ^frfeT^ 

^3^ ^=wr: wrf ^ Pitcj51e-i i ^ ^ ^ 

cfSTT TT^ fcFT^ ^ ^ 3||cj^i|ch ^fcT^ 

^F5^"W f i ^ v3qcf7^q. ^ ^f^ ^ ft 

cRTf I cTSTTPr ^ ^ #41 ^ t, ^ 

^ WT ^1 

^.2.6 Plm-i R+H'*! 

(1) f^KFT IcrnTTI ^ ^ 3TR # 4i^Rkicf> Hl«fleR^T ^ 

C^ wrn I PiHf^fed ^ feTT wg WC^TT, ^^WT: 

300 500 ^ XT, 600 ^ ^ ^ 3TT^ ^ 4^ M^llcfl, 4><4>iWl^ 

y^ll<??l ^ leTXT cfRT^ (36 ^t~'() 

cf>aT (15 ^ 

TT. 60 X?tt T7 Hlcii^el XTcrR yuilcfl '^ f^ (l5 ^ 

OTT# ^ "fSTH I ^ v3Mcj?^lTJf (^ cF>aT, 

Pi4^u| cF^ar 3fk cb'ui^d'^ ^ar) i 

^ ^ ^^MfeTc^TIXJR c^ #FT cF>aT X^TTW I ^ 

80 ^ ! 

cif^: x^ 1M#g (x^eiKsn^) wcft #ft i wr 

Slicj^i^cpai, ^R"*^ fcrt^r^^Ht ^ 3?g^^!TR I 
'^. xtcrR f^>e4] 'dsi'RlcT RTRft feR ‘H'SK "^aT (l5 ^ HlC'i) 

W. #a^IeRT (25 cpf 1^) 

X5T. Rfrxjft ^ ^Rfran ^ar, sfk xfp^ x^ fcr^wrar, 

wtRtxt^ Tf?R^ rfr^kRt, xgicR^f, e;g;e^ ^ 

WT, 31|cjyiFchc1l ^ 3[g^ vSMej^ I 

^ar WP Cf^^ ^^TTX^ I 

(2) fcrf^FT xrfrrfeRR Xmif^ ^ 1^ c^ 317^, 3T^ X3^ 

^arr cFfe Pinf^R^ci #ft, 


1413G1/10—15 
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^ cn^ ■m# 

^ f^,25 ^ ^ ^ ^ #Tr xTlfl^l 125 ^ ^ ^ 

f^ v?TT ^ %rTf^ ^ f^RT^ ^ 

Tewn 6fT^ f^-sTcT Mot cf>aT ^ ^ Mr M ^ ^ 

^ Mr M;c}^!Wlfl vdXfc^OT ^ M M cfM W 

Wcf?K f^^l VJIMI xn1%XT ■!% ^ cM STTOTTcpTfr ■^, HillKI sMt STRTRff 3?T?T 

Mr X3TT ^ I nMf ^ ^arr w^-^ar ^ W4^ OTrm 

^.2.7 Mft 

‘M OT Mf PlHfeiRsId TBOT c^ SROT OT M5 ^ ^ STRMt 
^ XR fM ^ Mft T-eTH 

X5Tr^, ^dFRT: 

1. MTTTTKTaT'ATr ;rg^ ^ Mot; 

2 . ^ ^ 

3. MM Mft ^ ^ ^ ^ ^ 

4. 50 Mr ^ ^ aror ottt fMM 3>r^c5ieiii ^ TfMt ^ar (so 

^ M?) I . 

Mm 

^.2.8 raMuT f^ri^i Mft 

MfT ^ MrT ^ 3?^ OTTXJ M ^ STTcRAJ^ t f^.aOTTTH ^ OTHI 
M? ^Mr-xTiM Mf ^ tMft ^ ^ ^l ^ 

cjfy^ij t fe Mr M, ^^x^^ M, ^tftiMr/ MMt xmcjOT. 

M otM 3fk 3im ^gfciM Mr ^ OTW M ^ ^ 
Hl^cil' XR ^ ^1 ^ 6[M 3imdld ^ TTTST “ifr PicbedT ^ XiM XJfRT 

?r[f¥ ^ 6[|M xMt ^ M Mrm Maff ^ Mm ^ M 

5?f7 Mr-M^ ^ OTf ^ Ml MMit (100 ^ M? ^ 
. ^OT^ Mr), cMMr vTqOT ^ar (50 ^ M? ^ Mx??^ wr), 
sTotMt. trxM Mg sM ^ax (50 cpf M? ^ Mrh wt), 

MhT ^ar (50 M Mf ^ atOTeT Wr), MM vJMdK sMotF OTfRxrfr ^ 


r-K, .—.•T ^pc^-r'pT^i^l^^in'r-T' ■»>•—■»• —ri »ri r '^tI-t -tf^*- —yhTrhr- Tj>H» 7fsY»i^v.1’T*rTfT^V’i1>‘'C‘iif 




' WTrf 


[ WTMI—W54 ] 



f^ ^ar, ^ar (so tr^f ifr^ ^ wr), ■^ar (100 ^ 

^ cttht). Af^cbd (Lhf^cKi y^JTtrmMT (50 w\ ^ 

"Mt ^Rftarr ^ar (200 ^ ^ ^sr4>cT wt), (cs^ ^ 

W^ 30 ^ 3fm ^) (200 ^ ^ m^), 3Teq^?Tf^ 

yf^sft 3TTf^ ^ (70 ^ 

-$ m^) ^ 3T^-3icFT ^ar cRn? i 

2000-2500 ^ ^ I ^ ^ ^ 

^jftv^HT ^ ^ 3Tf^rm4 11 

^. 2.9 ^^tfcr^ ^ifeftpT Tjg 


3RT cTcjTiMr ^-^r^csd chiRchi'-sik %-t^i1%c#a ^ 

(2500 w\ ^ar, 

31|c^^ClJ^Md 9![^,' ciToft ^ ^err^TO ST^-STOT- 
•GTT^I 

^.3 -^ciiPi^s - crfl^ 


^.3.1 Rnf^f^d ^ fc^ cF 7 ?mT ^^IKTHTF: 


1. 'RfSJft #? MfefTx’c^' ■$ y^arr/ ^ar ^ f^ wr 

2 . Tjjmnj ^ ?>aT 

3. ^ ^ar (ci'^Rchc>n) 3 fk ^3^ 3 (^;HFft ^ wi-. ^ 

6ff|^ ^^rPnrf ^ fcrnm ^ ^ar 

CRT? vjmpti 6ri%^ ^ fcTHFT ^ ^cjiPicb ^ qfram 

^3rq?w ufl^l 

4. 3f|t|trTdi| I 

5. ^ - ^jRdfe ?! fWft ^ P l Hi^f^ ' ^ cfRKIT vmw: 

(c5) ?T^-R|R?oMI ^ R?^WTTT3ff ^T: 

-sfm\: sfh? ^Tfl^ itfM ^ ^ ^ar 1 

. ^?rf^RTf ^ ?rc^-RrR>oHi ^ 3 tnWt Rrte^ 1 

(^) 

Ru) 4 ^ 1-1 ^ar, ^ m ^ ^ar 1 

f^T) Rchd)^) ^ : 


i 








THEGAZETTEOF INDIA: EXTRAORDINARY 


IPartIII—Se<:.4| 

(ET) ■ , 

ecrf^-Mr cpar, ^ ^TPfr-^gcrK 

^gfci^ I 

(^.) ^ ^ Rr»TFT 4: 

^ ^ ci^cxliiui 

(^) 'w^ ^ <-:^RV.iR 51R fcTHFr . '■ 

^ 

'ki^f^cTi RRH ^ . ■ 

33^ ^ ^ ^ ^ ^HftcTOf 

(l?) #RH-. ' , ’ • 

Ril^rXif sffY Rll^cX-ll ^ leH? I 

^.3.2. ^ wm w ^ ^ 

^.3.3 Wl^ c^ f^ 'fFTt^ cf^ST 

^.4 : 

viM^FTxIuf)' ^ Slk 3T^J^ #1^ I ^ cT^tef: 

^mi^2TtefK3fr, - ^Vrafri'M-fcr^, 

^g5RWH-%rH 3fR 3T^ ^ t, 

^ ^ ^ WTT^ ^ #*ff I 

^.5 isTl^ 3iiMiacr>ife<T? R'HMI , . 

v3Mv!«^u|'f ^ ^ 3ft^ 3TtI^ ?T?^ RiRM^i -- 5 ftf^, 7T??r . 

Rrf^c^l (3TTf^fRft^ ~ 5 Rr^, JTF^ Rlf^^ inel ^"/-iclvjllcl 

- 5 3th chter: ^ ^ Rlf^^iT 

. ^ 1 3fte?T ^ 30 1 3 ?t|^ 








I 


[ ^lii— _ in 

^TMcT^jT^ ^ ^ j ^ ^ ^ snt^ 

^ ^'WJ wrtc^ ^ I 

^ 3p^ #Tr ^c[Tf|TT| ' 

^.7 

^ ?cnr<|>{, ?jq^, ^ CTTM afk 

Ti’ciId<H wn^ ^ ^FTT ^ ^ ^ ^ fir^ ^ ^ 

%T ^ V^THT ^cn1%T? 1 ^ ^31^ ^ clf^ k?)e47l4 

I ^5^ ^ ^fTTST ^ 3TOT, ^ ^ 

CRFTT ^JTPTT 1 ^ s^lfelijl ^[4 ^ 

N!^de)>H ^ ^ ^ I 

^.8 3Rq‘dld SrqflT^ 

' f^Pi^iH^ ■yif^ci^iRii'l' 3uf^ c^ srg^ ^ ^gfci^ 

' ^3McT^ ^3TT^ 

^.9 

^.9.1 sm^ ^ ^ 100 yfrffTcr 

cf^ ^ ^ ^r ^ 

^.9.2 3T?2TTq^ 3fk ^-3Te2jm ^fOT) ^ ^ - ^ 20 yfcRIcT 

-^<1 cf57^ yzrfyr ^ ^iT%^ I, 

^.10 

^ 'it^m sfu 3TT^ ^ ^ ^>wdie! 

FTyr wfty I . 

^.11 ^ wmi'U 

.yy^/m-sTH y^, ^ ^ yt?r ^ 75 

yfts^id ^ {^ mw ^ ! .y>i^i(^iti y^ yyr^ ^ #y ^ sri^ 

OTy I ^ yyr^ yy ^yyiN 21 y^ y^ ^Wr 1 y^y? 

Ym y^ wry sfk stot yyfryy vdMd&f y^yryr ynyyr, f^RT^ 
dKMi^ 3ffy Tj^ 3TTyyy yy yyr^ ^ I Wy^ yR[^^ yiy^ ^ 

atywf yyr yyr 9 cpf #y | yc^ry? wyryRr ^ yy? 

orrygy? y^sr, yy^j^ 3fty , y^ 'gfey^ft ^ ■ yy> srsyyy yysr Btyr 

yrfly .afR y? yrcng^^j^ ^ y#y i yyt^^ y?t ^gf^ari yiey y^ yy^r’ 

^ '^c^Rvjih, y%[, ayf^ ^ ^ yt^ry 

y?i ^gfciyry ^1 . • ■ 
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1. %§1T ^ oij|c|^iR4) 3fR y^#T simiftcT ^ ^ 

^ WT 11 3T?2JTO^ ^ W7T ^ ^ 

#?r xnflTT CT ^ arj^ i 

2. ^[^chd ^ ^ fcmpff cf^ Qimm ^ i 

3. ^ f^pRPTt ^ Rf^c^l eft ^ ^ ^ f 1 

'm^ ipfi femPT, stfTPT smr^ 3fR ^ ^ 

3TTPTcTcfrff^ ^ cf>T7}/‘q?t^ ^ ^ 

^ t ^ ^ m %. ^ 3Tfcrfe^ sfk 

^~3l^2Tm # 3tl^cf>c1l -ft ^ 1 

4. 3{g^ ^mr ^gPffeRT ^ ^ , 

3TTcR^ t 3P2im ^ fciwT ^ ^ ^3wr? yy 

(uH^ny/ c^ ^1 

5. • ^ifRf?N[-fcr^, ytfR-fctiny. v^lcUxiNHiin, 3f|yy-fct^ 3fR ^ay3^ty-fy5TH 

fempff A tWr ^r y^ eft ^ so- yRr^w y?r ^yr cty? 

3t?2Ttyy? Rrgfi51^ yyy i ''yyfer ^t czir^syrcfi ^ ^ ^ 1%^ yn^. 

c^ y^ ^-f^ift'oH! stgytfer ^rfey^ct yyyfRft y?t yY^ocii yy? 
yyfyr ^l yg ^s^yeR sr^^nyy yy y? yyyyf^ ^ 1%^ 

3yyeft ^tyy.^. y^ y?r ypym yr ^sypf ywar ^tf^ yY^ycir 
ypy yyft yrfty t ysyf^r, yfry^yy-ferH f^ypr A fWr ^ yy^ y?r y^ 

yf^ ^ 50 ylrmy y^t cry ^--R]1 ^r-}| ai^yryy Rrgy f^ yn yiy^ 
f I -ity-^yTPiy ftymt ^f. steyiyy^i y?r yyft y^ hth ^t ^ fclypr ^ 

^ ^ ^sygy fet^ ^-^yiRty Myw ^ vjy^y 

RiRhoi-i),. st^^nyy ^syew y ^ y?t l^-erf^ ^ %-Rrf^>RTT czfztyzif 
fcTHTyTeyar cry .yy^ y?t ^ -ft yr yy^ 11 ftRfr yrf^ 

y^ “ft A ^«rTy yr f^^yy/ y^Mryi4/ ^/ 

3i?ft^ yr ^OT^^.yyyaT yy y? ftgyef f^ yr yymi yygfr^ 
fcTyry ^Riifeyy?tfc}-<^ y czmsyiyi f^'gyy yr^ y^ eyf^ ^ yy 
yyrcfTyryr fcRyteiePr ^ yy f^yy f^y ^r yy.y./ yy.y^. y?t ftfey, 




[ WTIH— utrg4] | j 9 


^ ^Errf^i ^ ^ 

11 

6. <I<^I f^5lld, Clfpi^l hI«'I RI^IM, crf^cfTT ^le^—Rjjch(r<il 

fcT^t^rw' fcmpit ^r ^ ftrarr ^ 


( 1 ) 

artfiRT WP 


1 . 1 

2 . mH'Hx! 3 

3. 'ddi'iRfj 4 

4. 6 

5. acl^^rJNd 1 

6. M'^ldcl? 4 

7. ^ efflux ^ ^ cRqj^ ytfMcb 1 

8. ^xl]^ 2 


I 


( 2 ) 


1 . 1 

2 . 3 

3. WTTcJ^ 4 

4 . 6 

5. cTcFvfrfIm 1 

'o... 'ft^K 4>1 Hx! ^ f^RcJ? cT cp'^C'i Mx||cl<4^ 1 

7. ^4x||{l 2 


( 3 ) 


1 . 

2. ' ^'tilRik^c 


1 

2 
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dch’^ll^l'M^ 

<^ 11)14 c|r4^TTff 

I 

(4) ^-R^ih 

yl'i'ii'! * 

, cb4^1^ 

( 5 ) 

yHw ; 

?[cfr%f?r 'dei’^cpy dcr^diRiqd 
■gzflTf^nw 

c{?tir? ^ . 

^ M-dMcr? 

cfTffrnfr 

(6) R^^ 





[ Vmill—^^4] _ ; 3rHltUT<U{ _|2I 

5. ^RTtWc^ T7f^ 2 

6. 'Wlx! cnlMy ^ ^ y-cjicl^ 1 

7. mni ^Thn’^ 2 

(7) 4 >')^R 14 > AI^Rih 

1. 1 

2. 2 

3. yWw - 3 

4., 5 

5. d4)’^l4>n ' 2 

6 . yf^ 2 

7. 1 

8 . ^ y fete y yyRTcf) 1 

9. ■ 4 


500 ^ 3?^ W-yfTaFI ^^4 ^ ^ ^ 3iRiRck1 

, yrry^ l 

(8) y>^Pr^ 


1. yte? 1 

2. yxteys ytte? 3 

3. te?R - 4 

4. y >H^iycb tefR 1 

5. BTf^ytey y wyy> yten? . 1 

6. cT^/ yy^ 6 

7. Rrfter wnte yyterf 1 

8. tefry^r >n^iyy>/ yy^itRiyy . 1 

9. ^ygRrte 1 

10 . 'tef y l^f^y) y ferfty> y yyiefy^ 1 

11. ^ryR y^ 1 

,12 ^yyy^ 1 


yT%r yRiOT ^ ^ fM (teg yy4 sfR ^teRryteffte^ef 3?OTTy 


1. w^«y y cyKsyiyr/ ygryy? ytey 

yy RtefTT 3Tt^ryy^ 1 

2. yftefr fteeHT srRryyfr 1 

3. Rtem ^HiMite chi 4 y>dl 2 

4 . yH wy-sy 1 . 

5. '^yi^sy RRfsryj/ "^yR^ yFiyy? (5^) 

6 . wfsy Rrary^ 1 


1413GI/10—16 
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7. , '1 

8. : 1 

a ^ ^ ^ 

10. 1 

11. cFjTjrnfr ' ' 2’ 

'T j • • . 

1. ^^cTRSZT''^ ci1I>!5i!ldl/ 

^ RjRboHi ' -1 

2. f%rf%RTT 1 

3. Rll^c^l 'HlHlRdch 45l4chcll 2 

4. ^ ^ . . ^ 

5. 2 

6. "^cfR^ ,. 1 

7. acfJ’TicpI TT^FT^/ cFfj^ffftRpr 2 

8. 1 

9. t^T ■' V .1 

10. ^ cffdT? 1 

11. Rcr?!'^ crdcrj . 1, 

12. . ^ ■ • 2 


: ■?T?fr #? TTPfRT Tc[RSZ[ -fe, 4?!^ ^ ^/ miHNl4 ^ 

^ xn%TT| . ' " / . ' • ' 

'^. t^'Hl'j—cil'i 'ttim> 3n^?4^5?lT.— f^^TPT 

(1) .'HIHM 

1. V[^ f4WT ^ ^u(cblf^45 g'1q5>H>J c^ ^ 4n ^ fcTilFTTEJTaT f^'H4> W 

43T Pl4c>|u| ^tTjT 1 . . . . 


2. ^ ^ ^cbl^ijt ^ 3TmK ^ 3n4lRld ftlFTT ^JTTW I 


3. 


4. 


^ ^ WY 4 30 flR^ ^ 5T ^ I ^STlf^r cT41^ ^cRF^T 

■^—f^^lN \(cl>{l4 ^cf '^FT—R^IM f^’HPT, 

%T\ f^TTFT, 14^ 3fh? 4^4(£^ 14WTv^.^ 

"OT Mw^ ^ ’m^ ^rrgfefR ^ '^c^ci ^ 

R>w4 4?r 4^ 30 ^ ^ “^l ‘ - '/ - 

o 

wr44? ^47|^ ^ 'tcm? 'M'is^T, Pi*^lcifea bWT, ’ii+ia: 


(4^) .' 

(^) /EZTKFTKTT 
(^) c[f^ 3rmRft, 

(et) , . 3TM# ;g74tR 



1 ■ ■ ; 

1 

1 . - V 

3^4 





[ wniri— 
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5. 3TM^ ^ ^ ^ WT ^ MR^lf^d 

Tsfr ^ c^ M wt t 

^ 3TTW TR ^ ^ Cf^ t, ^ RiI^oHI 3T?2TN^ ^ tprf^feFr ^ 
Piifif^d t ;3ik 3#rm4 wr ^ ^ 1 1 . 

6. ^ ^c|od ^gTcfe^ qm ^ ?ft -‘ 

(i) f^rff tnuWT ^ fcT^tWdT ^ sqqRft ^ ^ 

^ STJHcf >HIHll^cb Ri^ciRtl^q ^ HMcliyi^ 

^iucr>^Ti:t CsiTl ^ 

(ii) MldcblTlx! qM ^ ^Ffeif^ Mwm.^ qq ^ 

STM# ;gT^ ^ ^ ^ srgqq feq^tqr wqqm ^ 

wi Mqw ^ snqRft ^ ^ ^ ^^gqq 

^rfld f^lqtqiTdT ^ 1^ fctqqfejTOT 

HMciiyiki >HidchiTi>! fetcfmr qr 

3TTtqH^ ^ q^5ft^ HMdmiki fM ^Frfer ^ 

'^iqe>! ^ qq? snqT^ ^^ #t 

qq ^^5^^ qRT ^| 

vjq#d 'ferq? c^ srerrqr, armmqn^. 

irqf^ q^ar ^ 24 ife #rr qqrq cp^ ^ 

xFf^qq^Tld/ WT f^l^oFTT ^q>T^/ ^ qq^Jw ^ 

3i(?lR<W 3TTqRfr ^31^5^ #? q#r^ STTm^ ;gTqs^ q?^q 

vmqrt I 

(2) >HHM *l[^Rn 

q?^ fciqrq ^ sfi^ q%R 


(^) 'HIHRT Af^RlH 

^jpic)/ ^ W^A' 10/300 

3j^ffSrcr wmr 

1. 1 

2. c?' 

j. c^mwn 9 ' 

4. ^W^/ onmff ^7^* 10 

5. cM^-3ncff^ 20 

*3TmT# c^ W ^ q^ #7 Sfjqq RTf^. ^ 


1 . 


1 
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2 . ^ 

3. 
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3mW' 

5. Sffcii'tfl '^\ycK 


1 

1 

2 

4 


R^d' ^ v7^' ' 1/30 

sR^ ?e7^ v7^ 

1. RRm 1 , 

2. ' ' - . 

3. m^Rm - 1 

-4. 3mrR ^7^7* i 

5 3mRt 2 . 


♦3nm^ ^ ^ ^ ^ ^ ^ ^5rgH^ ttIIct 


(ET) 


g/^/ ^ Rmr: 1/30 

Rmr 

1. RRm 1 

2 . ■ - 

3. cmmm i • 

4. ^^/ ^Ri^l^/ 3mR ^7^* 1 

' 5 377^7^ ^7^ 2 


*3iraKfr ^ W ^ ^ erf ^ 3^3?^ TrflcT 


^•{^i«4ch c?77Rr WPTT: 


sRRRf^^ wmr 

1 . 1 

2. dcb^lcfl dch^f^lilH 3 

3. ■SRfRmiefT 4 

4. ^5^7 1 

5. ^TfrfTe 1 

6. Rchi'^ CJ-C10 2 

7. ^ mgef) 2 

8. +ldt5'«^f^PCil Cjpr4cr>dl 2 


(3) WTcRt^-f^W^ 


^Rfc}/ R^'<) Rf '^iwff- 


5/150 


[WMII—^11^4] 


; 3?^TmRTJT 
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t 1 

2. ^ 4 

3. ^mmm V 

5. cfpf^co 3imii^ 'Sjcrc'i 10 

PiHfell^d 'd^lijch cRFTT 

1. ^ i 

2 . 1 

3. dctj^ch^ W'qcf>/ 1 

4. M^Vl^lldl 1 

5. '{Ci'i c^lM>i 1 

6 . 1 

7. ■ >dHlf^4> c*)i4cbcl! 1 


(4) 'HWM 


R^y^l ^ 77 ^' 10/300 

', 3/4/^ 77^ 

r 

1. ffHm' 1 

2 , 8 

3 mmmj 9 

4, u^/cff^ ^ io 

5. 957 ^, 377 ^ 7 ^^ 1 ^ 20 

"♦srmRft C^. ^ c?R ^ % 3T5H^ ; 


PlHicifed cRRTT 


1. ac|)4l<^ ’^T^T^T^/ acr>41Rm*i 3 

2. y^tWeTT trf^ 4 

3. ^ 1 

4. 1 

5. Rct>i'^ crd^ 2 


( 5 ) 

^ wmr: 


5/150 
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1 . 

2 . 

3 . crnmjuT A - 

5. amr^ 

^ ^ ^ ^ ^ 3 TgiT 9 


FP^MRr^ <^^m\ wr^: 

1. 'mrm/ ^rc^ffflRR 

2 . ^WtTOTHT 

3 . 'b£\'i 

4 . 

5 . 


2 ^/ ^ 

1 . jMm 

2 . tte7 


( 6 )'^,’ ^ 


1/30' 


4 cff^ OMRft 

5. ' ^ 7 ^ a(mRft ’ 

♦STTc^T^fr ^ ^ ^ erf ^ TTRcT 

Rn=rferf^ rfKPTT: 

1 . cTchrflcrf 

2. .^mtWHT 

3 . rfrf^ 

4 . ■ ' 

5 . Rc|^ 


V ^ 1 






[ VFTIII—] 


: aTRmrniT 


(7) ftHFT 


1 . 

2 . tter 


. 2/60 ■ 


5. 0Rv 3ifc{ltf} ^7^^ 

"^FTlelfeff ^f5^W ^mpiT: 

I. Uch^ ■ 

>. MijVraidl ^T%R 

). 

k cl^ttR 

i. RcfJl'J C|TCiCj7 


( 8 ) ^ ^-f%FT t^WT 




5 // 5 C? 


c^^FX OmNft ^7^ 

01^ srrmff 

TfecT ^^|i|<^> ^Tmr m^: 

37^-^ Rlf^oHI srRr^jRt ^ cifRsqicll/ 

^T?ra^ 

^ ^ 4 >c-tiiui ^ ci^i^idi/ 


1 
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3. 0l4cr>cil .2 

4. clcb4l[^md 2 

5 . 2 

6 . ‘ 1 

7 . 1 

8 . ^ 

( 9 ) 

1. 'I 

2 . ' . 4 —“ 

3 . ciii^rm • . 6 ■ 

4 . 5 ^ ® 

5. ftc'dT—14acT’dlRl^ 8 

6 . WT • . 4 

7 . aiT^jfelte 1 . ,, 

8 . cTtIh'J ** 

9. R0i^ crd^ ^ 

( 10 ) ( 4*1 Ml ( 9 <l>IcM<t>) 

2. .1 

3. c^mm' 2 

4. 3 

5. 'hII^ct)—I45ii41 ** 

^ f^) ^ 

7 . '^I<4 '<n^ ^ 

8. -81l^j[eite> 1 

9. >W^xlct?fTR . 1 

10. Rcr)i4 <w<4 2 

(ll) 

/. ^ 






[ ^111— _ 129 

2 5 

3. rnmmn q 

4. vf^R^TV/ <?/?<« Silciitfl ^lcrc>t 9 . 

^ fc^FT ^ ^ PtHfelRilcI 

1. acr>^<^ acp'^Riii’-i 8 

2 . 1 

3. Rcr)i4 crcic|7 . , 1 

4. 1 ■ 


( 12 ) ^ffeRpT 3fk ^Hell'd 04>feM4>) 


1. yl4)v!-ty! 1 

2. 1 

3. ouixi^idl 1 - 

4. erf^ 3TTcn^ 2 

5. BTOT ^fT^/ 3TTcfRfr - 1 

^ ^ ^r PinleiRsici 

1. ^flf^-ftw^ 2 

2. oZTTclWf^ 2 

3. ‘1 * 

4. 3ft^ STTsflfer^ 2 

5. cbl4!^!HI cbmii 6 

6 . ^c^iPicb 1 

7. cf)i4cf)af 1 

8. vjld 'JFcllRf 1 - 

9 . sTTcTFif^ wr?kmT 1 

10. cbl44?dl (iFT^K'^ec^/ 

dch41ch^ 4 

11 . 1 

12. Rcp|>^ ' 1 

13. 1 

14. WPS" %it chA-^\^ 4 
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(13) 


1 . . 1 
2 . - 

3. otlT'Sillcfl .1 

4. : ^ 55 ^/ 1 

5. c|if>^RWH 4 

6. ^ c[ fefto 1 


^ cWc^v4)' ^ ^ 3ik ^ f, Wf IT? 

aitziTO^ if)i- %fn; ^-f^fcl5^ ^if%cfK4 OT5ff gjt ar^i^sjn ^ OTijVf ^ 
#7 ihlcluil' if 3TOT ^ eft ^ 3llcl^ijchdl ^ #fn 


(n) mr^ itmsif ^ ^ 3)N?<)*yi 

I. ai^RFT 

ai^fTFI cf) 'few if Pinf^RsIrl #ft : 

1 . irflw?T {^95# srfSrcPift 

2. ' 'atfefcftf^ 

.3.. ^ftf^ g?rc[f. 

4. Rebl 4 ek1e|> 

5. , eWft 

6. wRfr 

7. 

II. ^ 


^iew if fifRfefecr ^ : 

1. ^ FciRbWHI 3riSra5Tft ', 1 

2 . ' ^ 2 

3. y-sneB'^Sr 1^ fRrftl^e 1 

4. tf>'4'c|i'Sl - 2 


1 

1 

4 

6 

2 

2 

1 
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[mill—T3rpt4] 


1 

1 

1 

1 

4 

2 

2 

1 

1 3T^ 
1 
1 
1 
1 


1 . 

2 . 

3. 


4. 

5. 

6 . 




1. 1 

2, ^ , 4 

3 . ’ 8 

.* ' ' ■ ■ . 

' -.c-. \ 8 

5. ■ “ , ' ’■ 8 

- I , .1-1 

6. » ; '4 

v' • 


erPlcfn^ {m\^\-^^/ #t) t 

^ Icmyni^aT) i- 

3TmK ^ 1 

3TigfcTfe? 1 

3TTff^ 2 


UI. g^^T^ToPT 

,'3^f[cJ5TOT c^ ^ Pnf^fclcl J^llPfd ^ : ‘ 

3. 'SlcTJ^cfei'^ 

^ O 

4. , -^^Tefm 

5. |^W<^cPT 

6 . 

7. WHft 

VfsVaiP^47 ^ 

1 . 

2. ^prrsoT^ 

3. ^ 'HgliTch 

4. ^ ct^'^Iph 

5. ^ ^ 

6. ^rf^ 
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1. ^rfc|5TcIj‘ 2 

2 / eM/ cll^wA-l/ 12 

3, ^ 12 

1 . 1 

2 . cORsJITrlT 1 

3. , 6 

4. . 6 

5. 6 

6 . 2 


fcTJTFT ^ PlHf^kT ?TTf^r^ 

1. sTMcTcF^rf^ Rif%‘e^ir 

2. 24 "Efe ^ ^ 31iq^^H 

3. 

4. 'WIRcfl-^-cF^ 

5. ^ 

6 . ^ 

7, 3[f^4{^ ffer^ ^ ^[pl^ 


4 

6 

r 

<1 

6 

6 . 


1 . 

2 . 


3pftaT^ ~ ^ x^ 



iim 


crf^ dch^lPl^H' 


3. 

4. 

5. 

6 . 


cbP^ 



oFtFR 


4 ('•^ci^Pfcl^cl, ^c^cf^cpcl, 

2 

1 

1 

4 ' 


^ 3R? 

1. ■rPPt ^ ppERferf^ PmP?ff srjdR 
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SRqcn^ ^ ^ 

fRTO) (aTEZIFH 31'Wdicl) 

>^lfi:hJ | : 1 hRI^I ;5r^fST^ 1 (*^ ^ ^ 150 ^ f^) 

2. 3T?Jto 1 

3. ^rRfn 2 

(y^ 3 ][? i Rckt 50 c^ fc^ ^ 3HT 3i?5t5fy>) 




Rr^ 

Rypnr yR^/yw^ 

Al^y^eT yyi 

1:3 

1:25 

3—4 yr^ ^ fcTq yf^ 

'mRj5cpci yr^ 

1:3 

1:25 

-y#r- 

f^yjeiiy—f^5iM yr^ 

1:3 

1:25 

-yft- 

yieRty yr^ 

1:3 

1:25 

-y^- 

q^Rry-fcRny yi^ 

1:3 

1:25 

-y^- 

yr^w yp^ 

1:3 

1:25 

-y^- 


(dcjvjiid ^-d) 

Ri'f^cW 1M (24 ^) i 

Rif^r^y fyyf i:i (24 ^) y^ 1 

fci#r yri 1:1 (24 ‘^) y^^ f^fys: 1 

fq^ ^ 

3yy^ Rrfey 24 ^ ^ 3 y?^ ftrys: 1 

y|% 


3—4 ^ iefy 

1 firyrffk Rro^/qqyqyr 


4-5 #r^r ^ f^ 

1 Rr^ 3TTyxRH 

3TTyTcfyy^ snR ^ 
Rr 1 Rypfm RR^/qqHq^H 


PTRfR y^ x[t^ yy f¥R yR^ 

^ T^-iqy) Ryys ^ 

2—3 y^ryj d'i'i 

yft^ ^ - yRdf^ 

prg 3 iiM^^H Rrtey yRr 13 ytRryf ^ f^ 1 ^ 

^‘ulyjyy y>aT yf^ se ^?lRi 4 t ^ 1 ^?^Ty> 

>Hf^y >R yf% 120 iM ^ 1 

Af^y?^ yf^ 140 ytRryt f^q 1 '^^ry? 

yf^ 35 yi W c^ fc^ 1 
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3 ?) • 

z) ■ ^ 


85 feP^ 1 

^ 120 ^ 1 

yf^ 120 vilPlii')' ^ 1 

yfcf 120 ^ 1 ^ 

yf^ 86 '(!lR[ 4 l ^ fcT^ 1 '<■ 014 :) ^=Rf 
^ 100 ^tPRTt ^ 1 ^ 


■ 3RT ^ fcTyFT ^ yKelley? ^rar^ ^ ^y^ y^ 

uTT^ sny^y^ 11 


3 ftfey[ : 

1 . 3 Ry^Tc 4 ^ mm yyn y?r yn^ yr^ ■^ryrsfr y^ fy, y?^ 

^TfyyTcT y?f syyyyy^ t^r^y-f^Fy ^ f i ycyrf^ ^ 3 tI^ 

y?r 11 

2. ?TTy 3 fl? yief y?t yr^ ^ yffyft y?r ^^Wef ^ y^ayy ^rry 

^ y?r snywfmr t i,3o yy ^pyy fey y^ t y^ 

y^t feT y^ yTf # ^ fer y^ so sffer ^ fe 12 ayy^fey^ 
^/ 24 fer y?r ^fr feyft 1 1 aTerryr, w sryc^ly^ feyr yyr t % 
fefr yy 4 ffer y^ ^ ^ 25 yfey syyjfe^ ^ syf^ y^ ^ 11 

y^ yy^ y^ ^ 240 fe[ yyy y^ t sr^yyi^ y^ 365 fer, 24 ^ 
^ fe yftfy y^ mmem ^ ti 3?af t % 1/3 yrit ^ mjy 
3TTy?yyyn 1 1 i^y, 30 yfeiy efry fe4 y^ 3TTy?yyyTT y^ 1 1 

3 . : fey-fey yyyy.^ yfeft ^ fe ferfe^ y^^feff ^ anyr? yy 

^py) ferffer y^?^ .y^ ^ ^ sRyyr^ ^ yV^drayy 

^si^cTlfJiyy y?r .feyy sjfyryyj f i \ 

4. ^fer^r: ^yfyyM y?r sny^ymr ^ stj^n i 

5 . -Wt III fe IV yyfeF - 3RyyTeT y?r 3nyr?yy^d[ ^ 1 


/ 5 v> 


C >v 


«;. i 




...Tr T-r--iI -i r.»’t" 


.-^,,■,,^^,■^ 1 ^, j- ■■,-.^ 1 ^ - -r'>^t»r--rt^-.-.yt>THiV -^^ 











■grr ^TT?: amrurniT 


L WTIH— T3Trg4] 


3T5^-III 


aft? SR^cTT^ A ^ f^) 

feMt: ^ ftroM ^ t 3ik sT^te v^q^il’ ^ ^ ^ f^ 

^ ^ ^ ^ ^r ^ uTF^ffr i v3t^ cf^ csrrw 

«^'<»l( ^ aft^ f^(>lH fcT^TTTft ^ 'tcm) f^-^Ffr ^ vJwWf sRT^ 

1^ ^ cfTT f 

^cjlf^lqj f^^TFT 

1 . 

(^) '^^■dii ^ : cblirfda ^ f^, aft^ ef^. cf^Tzferzr ^ 

cgrSili, ^ aRTOfert, arsm ^ ^ afl^ 

cj^ aremrl^. ^ areTHifM, ^ cfi^, f^rfFt ^ fiR aik 

# - anci^^[cfRT[ c^ a?g^ 1 MiiVr^iidi t^, afr^ ^Ril^i^iidf 

^ atti ^ ^ afk ^ ^ c^ ar^^ I 

^ afk ^ ?fSFT fiR^ ^ ^ arrf^ -- f^RRft airq^-ychdr 


^ ^ ^ 250 (qifejd't f^) ar^fim '^m 

^ ^ f^ 30 

^ 6‘1‘X2X3 . 

W x'^^Tc^ 

^-^Ffcf} ^ 7 - 

/^<V ^'f'/?*Y 5 

W^ 37fY 3Fjf ^ ^ 1 

^ cpdm: mg ^ 150 

Pt mw 8 

^ 8 ?rM # xw^ ^ ^ /^ ' 

^c7f m ^ct?fc^<f> mcpm 1/2 

(77^ ^ <£cttf?^ ^7ct ^ ^ 10 ^ 
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2/7^ ^ 

^ 3^ R^Rci 'wff ^ ^ ^ 

c^<VcV (Vt:/?o/ ^ 5c^?y^ 

^ mf^ 

jcM^ 

¥fflY-f^mFr emm ^ 

(^-m w 

^ cf^ 


W^WWT 250 (^7%5ff ^ f^J 3f^^ Wm 

^) ^ f^ m 3ik 

Hr^fbf^h . , 150 

vkif ' 2 

cv/u/ <pk^i 1 

tdi^^} (woo) ^ <pR')c 6 

1 

^ ^ ^ ' 2 

^vfl^ (450 ~^) ^ ^ Jkt 1 ' 

itw k^cl^^iicHch mm 200 jm efk ^iq^^^fladi 1/10 kt.w. 1 
ik ^<v.^Wv emn e f^ ^d^i^Dddi, 1/5 im 2 

2 

/fec 7 kef ^ 2 

didHd kkk 4 

7 kr mkk kkk 2 

ddldlk mdMd . ' ' ' ' 

'fkcCd 11 

^ (!^ d—SiifS ^ c)/9 ^te" 40 


3 

10 

3 ... 

2+2 

6 

3i/cl^d4>d} k Sf^W7 
mcmem k ^sf^TfN 

1" 
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sucmmuT ^ 3r^m7 

^7^ ^ v^wrf^ ^r?M 2 

urn ^ a(^, ^7^ anf^ ^ 

(1) W^v'/^«V/-^^ f^WFT 

(m) ^nzffm ^ M aik ^ m^rfm ^ ^kkf, H'md^ ^ 
a^cHjPt^i amm ^ ^ 3fk ^ 3rmkt 

a^cHfk^i ^ST ^ mtHWcTt ^ t^, 

m^flkf^ ^kkf^-f^WM ^ fkv k(^ ^ am wiiti afk km 
^i ^ ^tfkmr vev^ f^mhrm fikfm: k mk), 

f^^trrm Rr>m ^ w€ v7$y/?W ^ if^ 

^ cf^ ^ mN ^ mm 

Rn, ^0 afk ^ ^ fcfm ^ fkv ^ 

1*1 Cl ^ wm—^—36 'k^+6 arictRm ^aff ^Rcf elk's 
km ki wPm if. . 

km w k Rm mfkr 2 afk 4 mc^ i§ Rm ^kkar 

m^rmt - arnmmn k arfm 

mrnkt: 

1 . Rm kckar k ukm km w ^ kt wm^ an 
^muT §! 

2 Rm keiar imn kf mm ^R^lRm nrm ^ 

m^knm Rm an mm #/ kRcf kf arnmmm k ar^nR 
^wk nw an mm t kt nkzm k amff i/ 


WT mn 


250 (nrf^kf k Rr) aRRnr mw 


Rank k ^rm km, loo/kkn 

ktk, enm km, 100/ kn^ . 

rrmr-mm, 'nk nkn, m^ar wim mr 
amR^, Rmk w^ nkm ak mm v^mmnkn kkr k, 
nR kf ent (knt mt k wm kf ni), fkkim kR 


12 


ancRmm k ar^am 


1413G1/10—18 
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mff^FFfmfTr 

?7te7 ^ 4‘'iMkr3rrf^ 

arPT^TFT Wlcft ^ 

arfuRcp mf ^ ^rmr ^ 

3 /i^^MfS^ ' m, ^ ^ euf^ 

^ ^ ^ ^ ^ =7?;^ ^ f^J 

■' ##07 

2^7?7 o#7 f3M^~3r^ snw^ ^) (Vf^^) 

0Wv/ v7/ff7 SilKiCphci 

c7# ^3#7 ^ '^v#' # ^imd^ 

W^WrTT^ 

f^fRyjf, .^rt^u7 3///? 


IPAin in-^SKc. 41 


'^ sr^fmr 

3 

16 

60 

60 

1 

60 

650 

1 

1 

15 


^ 3f^;m 


srfm 1’^## 

;77#7 ^ 

^ ikr 

t#07 

?tfe 77 I^v377 # #7^0#7 ^Li^c^' 77^#^ \7?^ 


.70-h12 

6 

6 

1 


7^ 7/-V 


. 2 S» (^iRs/^y ^ f^) war 


J^/!^N^.984 ^ - 14 

f^H)fiin)R'i4}<ii wW^ m fWwf ?7^ W 

f§H)'t1/^'dMs"^ .50 

■ 25 

00 

Hc^^a v 4f^ ?1%T ^stP^t. , 9 ??/? 5 
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mM 

Phf^4lu}^, 3 4 

Fhf^<4)ni^, yildcf '^’ici 12 

v3^ mw 3cH)3)d>! snf^ i 

tffxr^ 1 

.9-10 m ^ 1 

wf^ SffcRftW^ fM^ 10 

^ wficr ' ■ . 2 

^<^<^)Pi0 ftc^c^cy^ 1 

ur& mm^ ^ifdRcffr 0 ^ wfirr 1 

mwm ^ 1 

ciic^yjl V^/ScV/^W'T 3 

^fW>Pk ' 1 

SpjMfUV ^ 3lf7 3llcf^^-0af ^ '3/^iW 


vft^mnFT f^wr 

^ 0 wM ' ^ 

# 7 ^ ^ 8-12 ikf 10 

3Ud'M(^ ^ ' 

3jfq^ ^ ■ 10 

wr^ ^ 4 

3 

70 

Pr^ umn wm s 

71 ^ ^ 3 

^<^1^0, ^Ffh^ tfpa .. 8 

^ wwf 'mw 3i)cid 3 ’ ' • • 

iq-$^"''’ , ' 4 

0cl)^4)d\ " '10 




[ ^FTirt—3 


cRT 'fFSTM: aWT^rfUI 


epM^ 0-250 v^/c^ W 

2FfMk7 0-110 f^ 
chl<^ 

mw 

Tm rnm^ (^ef^) 

^ 3fm7 ^ 

5rm7 ^ 

12 ^ 


Tcw ecff^ 3fk ^ uf^ </?/4^ndi i§ 
^ikm 

#7^ (srr^fm^^^) ^ orm? 

27^ ^ srrgfcf wf^, ^ ^ 

V^iNfur # 


1 

1 ^ 




^FffMFf Hl^s 
jm^ ^ m 
Tf, 


^ or^m ?M ^ 
' enf^ 




iM^m^^npr 


ww^ 


c^ink^- ^ ^ 3^ ^ m^wi ^ c^RUft, wmwj ^ smwff, 

^ ^ 3Jk srcJwRm, ^ 3mwR^, 

^ cff^, ^ ^ sfR ^iRw - amMmf # 


4 
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sr^WNi mPNjmf ^ ^ sf^ ^ ^ ■ 

ykr 3ft7 ^ - fym^ srm^mrr ^i 


^. ’ ' ‘ , . ■ 1 . ■ ' 
ii^ H 1^0)cl^ . ' ■; . • ■ • ^ 

ftr^ ^ *' * • ■ * * • 

o , “4 ' ' • . 

^ Tpf ^ (50'f^ '^^ffcmw) ■ 

m^ '(>HfH}^) - . . . . . • '4 

• ■ ' .- 4 ' 

3 n^^ff4u xjm \ '. .’• 1 

cm 57 f^'ilf ’ u : 

* ' • , « 

mmm vm'wn- • . .- ‘ ■..•■•. * /. 

... * . / 

^<:4tSftdY ^icl'^ciRf^. ^ f • ^ • . / • • . ‘ 

7 £ 7^^7 ^ ■ . * . • , , • " 3 rmimrr # 3;^^ 

w ■ ' . ■ ■■. . ■ / ■ . • 

. • • • 

[si'jcrWf^ '- • ' ;■ ■ ■ ^ ‘4 

tea let a ffMm, fd'^lRhc*l< 4 f 277 u<^N ^ ^ / 


e/fe- # /c?V ^ 

^5 

e/te* # ^ ■ 

^5 

ow . 

35 

? 7?7 W (f^ ifd) 3 ?Fr) . o' 

• 4 

^ . W ^ 7 ?t^ 

• ’ 

RcfC'^ci^, ' 5 Cci <ild<i, ,. •■ 


^ ww . 

• 4 

^ ^ ^ 44 ^ch<^ 3 fhr ^'^ 7 ?- 

: 110 


VvV^^Try ^ 377^ ' 




110 

1 
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^ 10 

c% 10 . 

wrm ^ . 0 

6 

^ ^ 4 

3/<V?vr//cV/ <PWd^ ^ ^ ^ 12 

mt^mw 1 

wmf^ U7^ 4 

/ 

^ W7. (TfeF^ ^ WTd' 3 

^ m 3 

^ fcH^- 100 M/$^f i§ *V/^^ ^ 300 

^fM ^ ^ ^ f^ 4 

^ ^ ^ Wf^ ^ ^ 4 

Hl^f1?h)d)iJ}fh4? 27^ 3 

^ • 4 

^ ^ 8 

4 

wk 3il<^N ^ tCy^'ici VWt' ^'Sci 4 

W$ 3fm^ ^ *^^07 ^ 

< 5 ^/ 2 /^ ^ 

^ Xpnfcff^^ 4 

1/5 xjfpf ^ 10 

$<^R^Cf7 1 

*1l$fp)'^}Q, ^l^'1l<^dt 3{^^RRR 1 

^^ XJR^fkrR 1 

m mFfm i 

cfj^ Reef ^c^R^<p 1 

2X2 tW/^v^ J/Wc^ev ' 6 

3lk^ 3 

mwem xm 

^7^ ^ XJ^efrM 37 R xR^ c7?cH4?h)' ^ fcTV ^ 


/m^RRur ^ sTfm 
1 ^ 
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Wc^~R/^rH7 ^ U^m?W 

cf)d}<mf ^ ^ ^ ^cicifi^ ^ mmTPr^ snR' 

^ ^ 7W727^ Sjppf^ 3/7/^ ?7^ ^ 

1 


1 

4<ilPi* Ui/hl/IMI 

3tUm xT/^ tf^ WR 

3/k ^ i> f^, cpim 

15 

ei)ac) ^RFfW <^Rfi 25 ifi'P} 

2 

W^ fi^^dxV 5 

3?^ 57^ 

^c^)y^W 3^ ^c^Rp<^d, ^ \?W(77 WR cllcil 

Ri^)oiiRi<f> ^iPf ^ cf?i 4 ^ 

2 

fcfV ^^7 ^ 3TRf ft>j4 ^ fcfY 

3 


1 . ' . 

Nm 3if7 w^'id'H TiWw 

150 

nfRcf! U0R 4 RPl^oilRRRcy: 

150 

^ 4^ Tfkr 3fk w R^TwfR 
fM^, ^ ^ 10 ?M oik ^ 

2 4d- 

2 Tfikf, # 30-30 

3mnmn ^3/^7777 

m?sf, ^ /??r ow 

12 


9 

Vc^fii'i}4)e7, oik smv ^ 

2 

^d/4d (chlR^R) . 

Rr5 3^7 ^<dt vv/?(7 C[J^ w^, 3Tff4 

12 

y< 5 ^’^ ^ fciy 

30 


44 

fpRieid Rct fcf'^ 

2 

mRmcr ^ xpi^ Tff^ 

2 


100 ^fNff ^ 1000 ^fNfl < 7 ^ ^ Rp}^ 
^ ^cr 


6-6 

' :mmmn ^ 





[ t^FT III—] 


^ TTSnjjT •: 3T17TyRtfT 


^//?'/- <y)c7c^ 4 3^ 

^ — (l) vy<^<T'y^/?c/ ^ 
wmif^ ^ ^ W77f 

^ f^nm 

37 W/cVy^Vvy 




mcm^m ^ 

' 3tm^^ ^ (iffm 
mm<fm ^ 

2 

2 


9 



■."'r\- 


5 

2 

2 

1 

14 

120 

4 

2 

2 

3 

\ ^ 

1 

2 \'' 
1 

120 . 
1250 ' 
140 
8 , . 

1 

2 

1 

1 

2 

1 


YTW^rf^f^ .. 
dlR^T^ 

wn^ miu ucff wTcfT 50 

\ 

Hi^fh)^)^ ^cMcT ^ snf^ 

^ ^ r;,. 

emf^ ufN w^-‘: 

3fmf^ UfH ^ ^ 

^ sipTcf 

Wkm. (V/Z/fe^by! , - 

• .; ; ■ 

- V 0 

^'-. .V VA. • . ; 

^ ^Wcf 

31^ cn^d^ # 7 " 

Tfrfvtw 3r^7m^. wQPmm (^m^) 


1413G1/10—19 


145 



J} IK GAXEITK OF INDIA: EXTRAORDINARY 


IPaktIII—S i:t:.4| 


146 


1 

1 

1 

1 

1 

3 


(sTm-sfm') 

^ 0)Rcf?cf qW^, 

fclPM 3Uq?Rf q>f UWf^, Wt^ 3{jf^ 

j%f^ ^ ^Trrff ^ f^ w^_ 

arl^qpf^ 6[fcf^, 2000 ^Rff 
1000 v#?/^ 

500 
250 

f\. 

100 WW ■ 

50 

q^sm wsm ?M ^ 150 18 prpr 

ioopwqxi2prpr ■ ' 

75 prvHKi2pfpr 

(6) 3ifw~f^Wf 

cmfcf q ^ ^ bM 3ik ^ qmfcT^ mfWTcRj ^ smm^, 

3J^zrzp3 ^ yF^JW ^<?r 3fk JPfWcFl ^ 3idHrR4t ^ '3/OT7/?27^ 
77^ qff ^ ciNpf, Cj^ ^ prif 3p pfpf - 3fiq^ct?m ^ 
srpm^t Tflpf fPPwctt ^ op ^Pd) ^ ^ 

um, p7 3ik fpJTcft ^ mp smPFT, ^ - PfcFft mrnmr Pi 


12 

3fmpcfm P 3f^pfN 
ajmpmr P si^wv 
smmmn P 
2 
12 
75 
24 
24 
60 
60 

18 TpH 
36 ^ 

36 ^ 


f77e7 W (f^'ldffP^) 37 fPft \(pHm 
<m (f^PtdfpRP^) 56 fPff 
pq pTJf (-20 fpff PfPpPT) 
poPiT fqqq, fPPfR 3ifv qmq- 
WlpP^cTF w^PtPpq 





[ VFTIH— 




M7 


^ ^ fc^mm f^mm, ?7^r^ 

3//^yQ«Vc/ m (500 

WR ?tef 

n^foRM ^ ^ %v 

W—^tfcIcT S<^1^0 Rolfs'*! 

cM)Md^ 

<^^cttf ^fcpR ^). 

^Ic'O ^RRt^cp 

mRfRm t W f^ 

W7 3/7^?M^ emf^ ^m wrr w^ 67 
<i'’1c1y^Rl4}*^C 

Ritf^n w^7 m^w v~29r s^7 7-255 

p5'^ 45 ^ Wcm t76 - 

cRim ^ RcR^ - qjRR ^-75 

^ RcR^\! - Wo^f ^.78 

7^-^)ci4i 

^) ^ ^7 (^Rm 7^ <M Bf^ T^sff ^ fcR ^TTfRf 
^) ^fff ^ ^Sff ^ fcR TTfPj 
fcfz^TRf sS^chR} 8ft7 ^ RfRR 

(^ mom at ^ ^ (cfTmrtRr^ TiikRmB 
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1. ^ ag>R' ^ W5?R3fff^ gtef. 




2. W2<im- aik ^ fc^rj, ^>{Vi-f?r5TH alt? 
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?T*T2J~?m q? viHiJH ^iTHT ^Tlt^, fcl^ 3T^fim fl^iqdl q5t 3!T1fftt I 

MEDICAL COUNCIL OF INDIA 
NOnnCATlON 
New Delhi, the 16th April, 2010 

No. MCI.34<41)/2010-Med/3492.— In exercise of the powers conferred by Section 33 of the Indian Medical 
Council Act, 1956 (102 of 1956), the Medical Council of India with the previous sanction of the Central Government hereby 
makes the following regulations to further amend "The Opening of a New or Higher Course of Study or Training (including 
Post Graduate Course of Study or Training) and Increase of Admission Capacity in any Course of Study or Training 
(Including a Post Graduate Course of Study or Training), Regulations, 2000" namely:— 

I. (i) these regulations may be called "The Opening of a New or Higher Course of Study or Training (including Post 
Graduate Course of Study or Training) and Increase of Admission Capacity in any Course of Study or T raining 
(Including a Post Graduate Course of Study or Training) (Amendment) Regulations, 2010 (Pan-l I)". 

(ii) They shall come into force from the date of their publication in the Official Gaztte. 

2 (i) Clause 6 of the "The Opening of a New or Higher Course of Study or Training (including Post Graduate Course. 

of Study or Training) and Increase of Admission Capacity in any Course of Study or Training (Includinga i’osl 
Graduate Course of Study or Training) Regulations, 2000" was substituted vide notification dated 9-12-2009 
but no such Minimum Standard Requirements for the Medical College were notified for200/250 Admissions 
Annually and now the same shall.be as per Anncxurcs A and B respectively annexed herewith; 

(ii) The following shall be added in clause 6 of the "The Opening of a New or Higher Course of Study or Training 

(including Post Graduate Course of Study or Training) and Increase of Admission Capacit>' in any Course of 
Study or Training (including a Post Graduate Course of Study or Training) Regulations, 2000” as suhstiiuicd 
vide notification dated 9-12-2009: - 

‘^'Thc Essentiality Certificate shall be submitted by the Applicant Institute in the following proforma 
‘ESSENTIALITY CERT IFICATE FOR INTAKE OF 200/250 SEATS’ 

No. 

Government of—^- 

Department of Health & Family Welfare 

. Dated, the. 


(applicant). 


Course: 


The desired certificate is as. follows: 

(1) It is certified that the-is recognized 

(name of institute) 


u/s 11(2) ofthe IMC Act, 1956 for- 

(2) No. of institutions already existing in the State : 


— seats in MDBS course. 
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(3) No. of institutions offering M BBS course : 
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(4) No. of seats available in the.MBBS course in the State : 

(5) Full justification for increasing the intake of M BBS course : 

The (Name of the institute)-has applied for increasing the annual intake of MBBS course to 200/250 

seats: On careful consideration of the proposal, the Government of---has decided to issue an essentiality certificate 

to the applicant for increasing the annual intake in MBBS course to 200/250 seats. 

It is certified that 


(a) It is desirable to increase the annual intake in MBBS course to 200/250 seats in the public interest. 

(b) Increasing the annual intake in MBBS course to 200/250 seats by..(the name of institution) is 

feasible. 

(c) The institute has---number of teaching beds with the standing of-years. 

(d) The average OPD strength per day is--. 

(e) The average bed occupancy is-%. - • . 

(0 The affiliated teaching liospital is unitary in character. 

(g) The number of teaching beds, average OPD strength and average bed occupancy available at-(name oi' 

institute) is not less than the criteria prescribed under the "Opening of a New or Higher Course of Study or 
Training (including Postgraduate course of Study or Training) and increase of Admission Capacity in any 
course of Study or.Training (including a Postgraduate Course of Study or Training) Regulation, 2000'' as 
notified in the Gazette of India vide Notification dated 9th December, 2009. 

It is further certified that in case the applicant fails to create infrastructure for the course as per MCI 
. , norms and fresh admissions are slopped by the Central Government, the State Government shall'take over 
the responsibility of the students already admitted in the above said course at this college with the permis¬ 
sion of the Central Government. 

Yours faithfully, 

(SIGNATURE OF THE COMPETl-NT AUTHORITY)" 
Lt. Col. (Retd.) Dr. A. R, N. SETALVAD. Secy. 

■ ' [Advi.lII/4/IOO/10/Exty.| 

Foot Note: The Principal Regulations namely, “The Opening of a New or Higher Course of Study or Training (tricluding 
Postgraduate Course of Study or Training) and Increase of Admission Capacity in any Course of Study or 
Training (including a Postgraduate Course of Study or Training) Regulations, 2000" were published in Part III, 
Section 4 of the Gazette of India on7th October, 2000 vide Medical Council of India Notification No.34(41)/ 
2000/Med., dated the 14th August, 2000 and amended vide Medical Council of India Notifications dated 22nd 
March, 2005,29th July, 2008,23rd September, 2009,9th December, 2009 and 11 th January, 2010. 

Anncxurc-A 

MINIMUM STANDARD REQUIREMENTS FOR THE MEDICAL COLLEGE 
FOR 200 ADMISSIONS ANNUALLY REGULATIONS, 2010 
MEDICAL COUNCIL OF INDIA 
Sector8;Pocket-14, Dwarka, 

NEWDELHl-110077 


Phone:+91-11-25367033,25367035,25367036 
Fax;+91-11-25367024 

E-mail: mci@bol.net. in, contact@mciindia.org 
Website: http://www.mciindia.org 


MEDICAL COUNCIL OF INDIA 
New Delhi, dated the 16th April, 2010 

No. MCI 35(1)98-Med (ii) /3492.—In exercise of the powers conferred by section 33 of the Indian Medical Council 
Act, 1956(102 of 1956), the Medical Council of India with the previous sanction of the Central Government, hereby makes 
the following regulations namely:— 
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1. (i) Short title and commencement.—(i) These regulations may be called the "Minimum requirements for 

200 M.B.B.S. Admissions Annually Regulations, 2010”. 

(ii) They shall come into force on the date of their publication in the Official Gazette. 

2. Objective .—the objective of these regulations is to prescribe for a medical college and Medical 
Institution approved for two hundred admissions of MBBS students annually, the minimum require¬ 
ments of accommodation in the college and its associated teaching hospitals, staff (teaching and 
technical both) and equipment in the college departments and hospitals. 

* 3. Every medical college and Medical Institution for 200 M.B.B.S admissions annually shall have the 
following departments, namely:— 

(1) HUMAN ANATOMY 

(2) HUMAN PHYSlOIXKjY 

(3) BIOCHEMISTRY . ■ 

(4) PATHOLOGY (INCLUDING BLOOD BANK) . 

(5) MICROBIOLOGY 

(6) PHARMACOLOGY 

(7) FORENSIC MEDICINE INCLUDING toxicology 

(8) COMMUNITY MEDICINE 

(9) MEDICINE 

(10) PAEDIATRICS 

(11) PSYCHIATRY 

■ ' (12) DERMATOLOGY, VENEREALOGY AND LEPROSY 

(13) TUBERCULOSIS AND RESPIRATORY DISEASES 

(14) SURGERY 

(15) ORTHOPAEDICS 

(16) RADIO-DIAGNOSIS. 

(17) RADIOTHERAPY 

(18) OTO-RHINOLARYNGOLOGY 

(19) OPHTHALMOLOGY 

(20) OBSTETRICS AND GYNAECOLOGY 

(21) DENTISTRY 

Beside the above-said departments the Medical colleges and Medical institution running Postgraduate degree/ 
' diploma courses in various specialties may have other departments to meet teaching needs of the college or Medical 
Institution and healthcare needs of the public. 

4. livery Medical college and Medical institution and its associated teaching hospitals for 200 MBBS admissions 
annually shall have the accommodation for teaching and technical staff and equipment for each department as given in the 
Schedule-!, II, 111 respectively annexed with these regulations. 
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SCHEDULE - I 

ACCOMMODATION IN THE MEDICAL COLLEGE 
AND ITS ASSOCIATED TEACHING HOSPITALS 

A-COLLEGE 


A.1 GENERAL: 

A.1.1 CAMPUS , • ' 

The medical college or medical institution shall be housed, in a unitary campus of 
not less than 25 acres of land except in metropolitan and A class cities 
(Ahmedabad,, Hyderabad, Pune, Bangalore and Kanpur). However, this may be 
relaxed in a place especially in Urban areas where the population is more than 25 
lakhs, hilly areas, notified tribal areas, North Eastern States, Hill states andiUnion 
Territories of Andaman & Nicobar Islands, Daman & Diu & Dadra & Nagar 
Haveli, where the land' shall not be in more than two pieces and the distance 
between the two pieces shall not be more than 10 kms. The hospital, college 
building including library and hostels for the students, interns- PGs/Residents and 
nurses shalf be in one piece of land which shall not be less than-10 acres. Other 
facilities may be housed in the other piece of land. Proper landscaping, should be 
done. 

However, in metropolitan cities and “A” class cities (Ahmedabad; Hyderabad, Pune, 
Bangalore and Kanpur), the permissible FAR/FSI would be the criterion for 
allowing the medical colleges provided that the total builL up area required for 
adequate infrastructure including medical college, hospital, hostels, residential 
quarters, and other infrastructure required as per Minimum Standard requirement 
Regulations is made available in an area of not less than 10 acres based upon the 
permissible FAR/FSI allowed by the competent authority. 

A. 1.2 Administrative block. 

Accommodation shall be provided for - Principal/Dean’s office (36 Sq.m*.), staff room' 
(54 sq.m.), college council room (80 Sq.m.) office superintendent’s room (10 Sq.m.),. 
Office (150 Sq.m.), record room (100 Sq.m.), separate common room for Male and 
Female students with attached toilets (200 Sq.m.each), cafeteria (400 Sq:m.). 

A.1.3 College Council: 

Every medical college or Medical Institution shall have a College Council comprising of 
the Head of departments as members and Principal/Dean as.-Chairperson. The Council 
shall meet at least four times in a.year to draw up the details of curriculum and training 
programme, enforcement of discipline and other academic matters. The Council shall 
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also organise interdepartmental meetings like grand rounds, statistical meetings and 
clinico .pathological meetings including periodical research review in the Institution 
regularly. 

A. 1.4, Central library 

There shall be an air-conditioned Central Library {3200 Sq.m) with seating arrangement 
for at least 400 students for reading and having good lighting and ventilation and space 
for stocking ^d display of books and journals. There shall be one room for 200 students 
inside and one room for 200 students outside. It should have not less than 15000 text and 
reference books. In a new medical college the total number of books should be 
proportionately divided on yearly basis in five years. The number of Journals shall be 
100 out of which one-third shall be foreign Journals and subscribed on continuous basis. 
The number of copies of textbooks in each subject of undergraduate teaching shall be ten. 

Thereshall.beprovision for- 

a. Staff reading room for ^persons; 

b. Rooms for librarian and other staff; 

c. Journal room; 

d. Room for copying facilities; 

e. Video and Cassette room (desirable); 

f. Air-conditioned Computer room with Medlar and Internet facility with minimum of 25 
nodes. 

Medical colleges should have skill labs and adopt information technology in teaching 
medicine. There shall be provision for e-library also. 

A. 1.5 Lecture theatre 

There shall be a minimum of six‘lecture theatres:prcferablv air conditioned, of gallery 
type in the Institution out of which five will be of seating capacity for .240 each and one 
will be of capacity for 500 students. Lecture theatre shall be-provided with necessary 
independent audio-visual aids including overhead projector, slide projector, LCD 
projector and a microphone. These lecture theatres shall be shared by all the departments 
in a programmed manner. There shall be provision for E-class. Lecture halls must 
have facilities for. conversion ;into E-class/Virtual class for -teaching. The existing 
colleges shall introduce theseTacilities in their lecture hall within one year. 

A. 1.6 Auditorium/Examination Hall (Multi-purpose): 

There shalLbe an auditorium-cumrexamination halLpf 1600 sq.m, area in not more than 
three levels. 
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A. 1.7 Centra! Photographic Section; 

Central photographic and audiovisual sections with accommodation for studio, dark 
room, enlarging and Photostat work. Accommodation shall be provided for Artist and 
Medical Illustrators and Modelers. Facilities for microphotography and mounting shall 
be provided. 

A. 1.8. Central Workshop: 

There shall be central workshop having facilities for repair of mechanical, electrical and 
AJc and Refrigeration equipments of college and the hospitals. It shall be manned by 
qualified personnel. 


A.1.9. Animal house: 

Department animal house may be maintained by the department of Pharmacology. In 
addition to the animal house, experimental work on animals ■ can be demonstrated by 
Computer Aided Education. 

A. 1.10 Incinerator 

An incinerator Plant commensurate with hospital bed strength may be provided. 
Alternatively any other system approved by the respective State Pollution Control Board 
may be provided. 

A. 1.11 Medical Education Unit: 

There shall be a Medical Education Unit or Department for faculty development and 
providing teaching or learning resource material. 

A. 1.12 Research work: 

Space as indicated in the concerned departments shall be provided in each department, 
duly furnished and equipped for research work and further expansion of its activities. 

A. 1.13 Intercom Network: 

I 

Intercom network including paging and bleep system between various sections, hospitals 
and college shall be provided for better services, coordination and patient care. 

. A. 1.14.Playground and Gymnasium: • 

There shall be a play ground and Gymnasium for the staff and students. A qualified 
physical education instructor shall look after the sports activities and maintenance. 
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A.1.15 Electricity: 

There shall be continuous electricity supply, with adequate number of, as well as standby 
UPS or Generator arrangements must be made so that electricians are available round the 
clock. 


A, 1.16 Sanitation and water supply: 

Adequate sanitary facilities (toilets and bathrooms - Separately for women) and safe 
continuous drinking water facilities must be provided for the teaching staff, students 
(men and women), technical and other staff in all sections as required. Arrangements 
must be made so that plumbers are available round the clock. - y 


A. 1.17 There shall be 6 laboratories (300 Sq.m.area each) which will be provided with 
continuous working tables. Every seat shall be provided with stainless steel wash basin. 
Every worP:ing table shall have drawer or steam proof top, and individual lighting. One 
preparation room each of 15 Sq.m, area shall be provided with all the laboratories. 


There shall be two laboratories of 120 Sq.m, area each. 


All of these laboratories may be used in common with various departments e.g. Histology 
and Histopathology; Biochemistry and Clinical Pharmacology; Heamatology and 
Pathology; Microbiology and Community Medicine. 

Central Research Laboratory 

There shall be one well-equipped Central Research Laboratory in the medical college, 
which will be under the control of the Dean of the college. The existing colleges shall 
install the laboratory within two years. Each medical college shall have Pharmaco- 
Vigilance Committee. 

A. 1.18 Training of teacher in Medical Education Unit. 

The period of training of a teacher in a Medical Education Unit shall be increased from 
one week to two weeks. 


A.Li9 Rural Health Training Centre 

Every medical college shall have one rural health training centre under Administrative 
control of Dean of the college for training of students in community oriented primary 
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health care and rural based health education for the rural community attached to it. This 
health centre shall be within a distance of 30 knV. or within one hour of commuting 
distance from the medical college. Separate residential arrangements for boys, girls and 
interns wim mess facilities shall also be provided. Adequate transport (both for staff and 
students) shall be provided for carrying out field work and teaching and training activities 
by the department of Community Medicine. 


1>£FARTMENTS ■ 

(1) DEPARTMENT OF ANATOMY 


Lecture theatre ~ As per item A.-15. 

Demonstration Room - there shall be three demonstration rooms ( 75 s q.mt.each) fitted 
with strip chairs. Over Head Projector, Slide Projector, Television, Video and other 
audiovisual aids, sc as to accommodate at least 60 ~ 7 ^ students. 

Dissection Hall - 1 here shall be a dissection hall (400 sq.mt.) to accommodate at least 
200 students at a time. It shall be well lit, well-ventilaled with c.xhaiist fans and 
preferably centrally air-conditioned. There shall be an ante-room for students with 
lockers and ten Wash basins. There shall be adequate teaching aids in the hall. In 
addition, there shall be an embalming room (12 sq.m.area), space for 3 storage tanks (one 
of 3 sq.m. & two of 1.5 sq,m:each) and cold storage, room with space ibr dead 
bodies (20 sq.m.area) or cooling cabinets. 


Research- There shall be one research laboratory (SOsq.m.area)-for research purposes. 


rvluseum-There shall be a museum (2.50sq.m.)-provided with racks and shelves for 
storing and proper display of wet and dry specimen and cmbryological .sections, models, 
revolving stands for skiagrams, CT scan, MRl and trolly tables, X~ray view boxes shall 
be muliistand type to take 4 plates standard size 3 boxes (3vievv boxes for 200 students). 
Adequate seating accommodation for 45 students to study in the museum shall'be 
provided. There shall be two attached rooms (45 sq.rnl. vcach) for the preparation of 
ntodels/speciiricns and for arti.sts and modeliers, 


Departmental Library- 

fhere siui!! be a Departmental lilrrary-cum-scmiiVaf fborri area) vyith at least 80- 

iOO books. However, not more than t wo cr^pies of anyone book shall be counted towards 
computation of the total number of books. 
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(G) Acconiinodation for Staff- Accommodation shall be provided lor the staff as luider 
namely; 

1. Professor & Head of the Department- 1 (One room XI8 Sq.m.area): 

2. Associate Professor/Reader- 2 {T\\>o rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers -4 (Four rooms) (12 Sq.m.area each):. 

4. Tntor/Demonstrators-5 (One room 20 Sq.m.area) 

5. Department office cum Clerical room - one room ( 12 tSq.m.area): and 

6. Working accommodation for non-teaching staff (12sq.m. area) 


(2) DEPARTMENT OE FHYStOLOGY 


(A) i.eclurc Theatre - As per item a\. 1.5. 

(B) Den'ionstration fvoom-There shall be thre e demonstration rooms (7 5 s q.m!,each) ilued 
with strip chairs, Over head Projector, Slide Projector, Television, Video and other 
audiovisual aids, so as to accommodate at least 60-7.5 students 

(C) Practical rooms- The following laboratories with adequate accommodatiem siiali be 
provided to accommodatestudents. 


(h) 


i»■ ^ 

Uif 


(i) Amphioian laboratory (c>ne}-(2ot7 sq.m.area) shall be provided with continuous 
wofTirig tables. Lvery scat shall be provided preferably with stainless sice! 
yvashbasm, pvery vvorKmgs ta’oie shall liaVe one drawer and oi'.e cupboard, an 
electric point with fire a.nd steam proof top. One preparation room (14 Sq.m, 
area) shall be provided wiih the amphibian laboratory. 

iMamniaiia-! labor.at-ory (onc)-(i rhiJ oq.m.arca) slrall be provitlcd vvith. efghi rabies 
(2iri:v:0,6,) with stainless sieei top and operating light. The laboratory siiail have 
attaclicd instrument rack, two large size wash-basins (stainless steel) and 
cupboard.s for storing equipments. One preparation room, (14 sq.m, area) shai! be 
provided with the .Mammalian laboratory, 
hi u man f..aboratories; 
a) Haematology Lab. (250 Sq.m.area) provided, with cof.titiuous v/orking tables. 
Lvery scat shall be provided prctcrably with stainless steel wasli basin. Lvery 
woi'kuig taole shaii have one d^a^^'er and out' cupboard, an electric point and 
W:th fire/Stean! proot top Including provisio is of iignr sources on each table. 
One j)reparaiion room 04 Sq.m.area) shall be ofovided with this laboratory, 
b; I here shall be a (..'linicai Physiology LaboiTtcry (120 Sq.m.area) provided 
. With /2 tables {heiglii O.K uu) with matircsses and acljustable hand-end. 

(D) Deparimenta! Librarv" 

{'here shall be a DepartmeiTal-library-cum-seminai'room (30Sq.m area) with at least 8(^- 
iOO books. However, not more than two copies of artyone book sbaH be counied toward;: 
computation ofthc total number ofbaoks. 

fb) Research - 3'herc ahail be one research laboratory (50 .iu.areat lb:’ research purposbs. 
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(F) Accommodation shall be provided for the staff as under:- 

1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); 

2. Associate Professor/Reader- l{Two rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers -4 (Four rooms) (12 Sq.m.area each); 

4. Tutor/Demonstrators-5 (One room 20 Sq.m.area) 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 


(3) DEPARTMENT OF BIOCHEMISTRY 

(A) Lecture theatre - As per item A. 1.5, 

(B) Demonstration Room-There shall be three demonstration room (75 sq.mt.) fitted, with 
strip chairs, Over head Projector, Slide Projector, Television, Video and'Other audiovisual 
aids, so as to accommodate at least 60-75 students. 

(C) There shall be a Departmental library-cum-seminar room (30Sq.m.area) with at least 80- 
100 books. However, not more than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(D) Research - There shall be one research laboratory (50 Sq.m.area) for research purposes. 

(L) Accommodation shall be provided for the staff as under:- 

1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); 

2. Associate Professor/Reader-1 (Dnc room) (15 Sq.m.area); 

3. Asstt. Professor/Lecturers -3 (Three rooms) (20 Sq.m.area each); 

4. Tutor/Demonstrators-5 (Two room 12 Sq.m.area each); 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 


(4) DEPARTMENT OF PATHOLOGY 

(A) Lecture theatre - As per item A. 1.5 

(B) Demonstration roon.-There shall be three demonstration room (75 Sq. mt.) fitted with 
Oyer Head Projector, Slide projector, Television Video and other audiovisual aids, to 
accommodate at least 60-75 students. 
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(C) Museum-There shall be a museum {120 Sq.mt.) for specimens, charts, models with a 
sitting capacity of at least 60-75 students. All the specimens shall be labelled and at least 
10 copies of catalogues for student use be provided. In addition, there shall be an ante 
room. 

(D) Autopsy Block- There shall be an Autopsy room (approx. 450 sq.mt. area) with facilities 
for cold storage, for cadavers, ante-rooms, washing facilities, with an accommodation 
capacity of 40-50 students, waiting hall and office. The location of mortuary and autopsy 
block should be either in the hospital or adjacent to the hospital in a separate structure 
and may be shared with the department of Forensic Medicine. 

(E) Departmental library- 

I'here shall be a Departmental library-cum-seminar room (30 sq.m, area) with at least 80- 
100 books. However, not more than two copies of anyone books shall be counted 
towards computation of the total number of books. 

(F) Research-There shall be one research laboratory(50 Sq.m, area) for research purposes. 

(G) Accommodation shall be provided for the staff as under: 

1. Professor & Head of the Department- F(One room )(18 Sq.m.area); 

2. Associate Professor/Reader- 3 (Three rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers -5f/wv^ rooms) (20 Sq.m.area each); 

4. Tutor/Demonstrators-7 (Two room 20 Sq.m.area each) 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 


(F'O BLOOD BANK 

There shall be an airconditioned Blood Bank (100 Sq. mt. Area) and shall include- 

(a) Registration and Medical Examination Room and selection of donors room with 
suitable furniture and facilities. 

(b) Blood collection room. 

(c) Room for Laboratory for Blood Group serology; 

(d) Room for Laboratory for Transmissible diseases like hepatitis, syphillis, Malaria, 
HIV antibodies etc; 

(e) Sterilisation and washing room; 

(f) Refreshment room; and 

(g) Store and Records room. 

The equipment and accessories etc. shall be provided as prescribed in Part XII-B in 
Schedule F to the Drugs and Cosmetics Rules, 1945 amended from time to time. 
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(A) Lecture Theatre - As per item A. 1,5. 

(B) Demonstration room-there shall be three demonstration rooms (75 Sq. mt.) fitted with 
Over Head Projector, Slide projector, Television Video and other audiovisual aids, to 
accommodate at least (50-75 students. 

(C) Museum- There shall be a museum {100 Sq. mt.) for specimens, charts, models, with a 
seating capacity of at least 50 students. All the specimen.s shall be iabelled and at least 20 
copies of catalogues for students use be provided 

(D) Departmental Library- 

There shall be a Departmental library-cum-seminar room (30Sq.m.area) with at least 80- 
100 books. However, not more than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(E) Research: There shall be one research laboratory (50 Sq.m.area) for research purposes. 

(F) Accommodation shall be provided for the staff as under: - 

1. Professor & Head of the Department- I (One room )(18 Sq.m.area); 

2. Associate Professor/Reader- 2 (Two rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers - 3frhree rooms) (20,Sq.m.area each); 

4. Tutor/Demonstrators-5 (Two rooms 20 Sq.m.area each); 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 

(6) DEPARTMENT OF PHARMACOLOGY 

(A) Lecture Theatre - As per item A. 1.5. 

(B) Demonstration room-There shall be three demonstration room (75 Sq. mt.) fitted with 
Over Head Projector, Slide projector, Television Video and other audiovisual aids, to 
•accommodate at least 60-75 students. 

(C) Practical laboratories-There shall be a Practical laboratory with accommodation for 100- 
125 students for the following, namely:- 

i) Experimental Pharmacology {250 Sq.m, area) with anie-rbom (14 Sq.m.area) for 
smoking and and varnishing of kymograph papers. 


(0) Museum- There shall be a museum {150 Sq. rnt.) for specimen.s, charts, models, with a 
separate section depicting ’’History of Medicine", with a sealing capacity of at least 50 
students. All the specimens shall be labelled and at least 20 copies of catalogue for 
students use be provided 
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(E) Departmental Library- There shall be a Departmental library-cum-seminar room (30 
Sq.miarea) with at'least 80-100 books. However, not more than two copies of anyone 
book shall be counted towards computation of the total number of books. 

(F) Research: There shall be one research laboratory (50 Sq.m.area) for research purposes. 

(G) Accommodation shall be provided for the staff as under: 

1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); ' 

2. Associate Professor/Reader- 2 (Three rooms) (13 Sq.m.area each); 

3. Asstt. Professor/Lecturers -3 (One rooms) (20 Sq.m.area each); 

4. Tutor/Demonstralors-4 (One room 20 Sq.m.area); 

5. Department ofOce cum Clerical room - one room (i 2 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 


(7) DEPARTMENT OF FORENSIC MEDICINE INCLUDING TOXICOLOGY 

(A) . Lecture theatre - As per item A. 1.5. 

(B) . Demonstration room - there shall be three demonstration room at least {75 sq.mt.) fitted 

with, strip chairs, Over Head Projector, Slide projector. Television, Video and other 
audiovisual aids, to accommodate at least 60-75 students. 

(C) . There shall be a museum {200 Sq.m.area) to display medico-legal specimens charts, 

models, prototype fire arms, wax models, slides, poisons, photographs etc. with seating 
arrangements for 60-75 students. All the specimens shall be labelled and at least 20 
copies of catalogues for student use be provided. 

(D) . There shall be a laboratory {250 Sq. m. area) for examination of specimens, tests and 

Forensic histopathology, Serology, anthropology and toxicology. 

(E) . Autopsy Block - there shall be an Autopsy room (approx.450 sq. mt. area) with facilities 

for cold storage, for cadavers, ante-rooms,washing facilities, with an accommodation 
capacity of 60-75 students, waiting hall, office tc. The location of mortuary/autopsy 
block should be either in the hospital or adjacent to the hospital in a separate structure 
and may be shared with the department of Pathology. 

(F) . Department Library - 

Theie shall be Departmental library-cum-seminar room (30 Sq.m.area) with at 
least 80-100 books. However, not more than two copies of anyone book shall 
be counted towards computation of the total number of books. 

(G) . Research - There shall be one research laboratory (50 Sq.m.area) for research purposes. 

(H) . Accommodation shall be provided for the statTas under, narneiy:- 

1. Professor & Head of the Department- i (One room )(l 8 Sq.m.area); 

2.. Associate Professor/Reader-1 (One room) (!5 Sq.m.area); 

3. Asstt. Professor/Lecturers -3 (Three room) (20 Sq.m.area each); 
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4. Tutor/Demonstrators-4 (One room 20 Sq.m.area); 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 

(8) DEPARTMENT OF COMMUNITY MEDICINE 

(A) . Lecture theatre-As per item A. 1.5. 

(B) . Demonstration room-There shall be three demonstration room (75.9^.mt.) fitted with strip 

chairs, Over Head Projector, Slide projector, Television Video and other audio-visual 
aids, to accommodate at least 60-75 students. 

(C) . Museum-There shall be a museum {150 Sq.m, area) for the display of models, charts, 

specimens and other material concerning communicable diseases, Community Health, 
Family Welfare planning, Biostatics, Sociology, National Health Programmes, 
Environmental Sanitation etc. 

(D) . Departmental Library- 

There shall be a Departmental library-cum-seminar room (30 Sq.m.area) with at least 80- 
' 100 books. However, not more than two copies of anyone book shall be counted towards 
computation of the total number of books. ^ " 

(E) . Research- There shall be one research laboratory (50 Sq.m.area) for research purposes. 

(F) . Accommodation shall be provided for the staff as under, namely 

1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); 

2. Associate Professor/Reader- 2 (Two rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers -4 (Four rooms) (12 Sq.m.area each); 

4. Statistician cum Lecturer-One room (12 Sq.m.area); 

5. Epidemiologist cum Lecturer-One room (12 Sq.m.area); 

6. Tutor/Demonstrators-5 (Two rooms 20 Sq.m.area each); 

7. Department-office cum Clerical room - one room (12 Sq.m.area); and 

8. Working accommodation for non-teaching staff (12sq.m. area) 

(G) . Primary Health Centre/Rural Health Training Centre 

Every medical college shall have three primary health centres/rural health training centres 
for training of students in community oriented primary health care and rural based health 
education for the rural community attached to it. Out of these one primary health centre 
shall be with a distance of 30 km. or within one hour of commuting distance from the 
medical college. Separate residential arrangements for boys and girls, interns and 
undergraduates with mess facilities shall also be provided in at least one of the primary 
health ccntres/rural health training centres which shall be under the full administrative 
jurisdiction of the medical college. Adequate transport shall be provided for carrying but 
field work, teaching and training activities by the department of Community Medicine 
and other departments (both for staff and students). 

(H) . Urban Health Training Centre- it shall be under the administrative control of Deptt. of 

Community Medicine. Adequate transport shall be provided for commuting the staff and 
students. 
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B. TEACHING HOSPITAL 

B.l GENERAL REMARKS 

B.1.1 A functional teaching hospital with 750 beds with at least 70% indoor bed occupancy 
should be available. There should be 80% bed occupancy at the time of inspection for 
first renewal and thereafter for subsequent renewals. 

Lifts for the patients and ramp for fire protective services and for handicapped persons 
shall be provided in the hospital at the time of letter of permission. An electric generator 
of not less than 700 KVA shall be provided. A play area including T.V., Music, Toys, 
Books, etc. shall be provided for Peadiatric patients. All the teaching hospitals shall be 
under the academic, administrative and disciplinary control of the Dean/ 
Principal/Director who shall not be concurrently Head of Department but can be a 
component of teaching faculty in the concerned respective department. . 

B.l.2. Accommodation shall be provided for Dean (36 Sq.mt.) and Medical Superintendent (36 
Sq.mt.) and hospital offices for the supportive staff, Nursing Superintendent's room and 
office, waiting space for visitors along with computer and internet facility in each 
department. There shall also be accommodation for : 

(a) Enquiry office, 

(b) Reception area {500 Sq.mt.) including facilities for public telephone, waiting space 
for patients and visitors, drinking water facility with nearby toilet facilities. 

(c) Store rooms. 

(d) Central Medical Record Section (300 Sq.m.) 

(e) Linen Rooms. 

(f) Hospital and Staff Committee room {100 Sq.mt.) 

B.l.3. One Central lecture theatre of gallery type with a seating capacity of 250 persons and 
audio-visual aids shall be provided in the hospital in addition to those in medical 
college/institution. • 

B.l.4. Central Registration and statistics department with computer facilities shall be provided. 

B.l.5. Intercom network along with paging and bleep system between various sections, 
hospitals and college shall be provided for better service, coordination and patient care. 

B.l.6 Residential accommodation shall be provided in the hospital campus for interns, Jr. 
Residents and Senior Residents, etc. 

B.l.7 There shall be a muumum OPD attendance of 4 patients (old & new) per day per student 
intake of the subjects of Undergraduate curriculum at the time of Letter of Permission. 
This should be increased in such a manner that at the end of fourth year it comes to 8 
patients (old & new) per day per student intake. 

B.l.8 Indoor beds occupancy-Average occupancy of indoor beds shall be a minimum of 80% 
per annum. 

B. 1.9. Clinical Departments in the Hospital. 

Requirement of Beds and units: 

141301/10—25 
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The number of beds required for 200 admissions annually is WOO. They may be 
di^ributed for the purposes of clinical teaching as under, namely: - 

(i) MEDICINE AND ALLIED SPECIALITIES:- 


No. of beds and units required Beds/units 

1. General Medicine 240/8 

2. Paediatrics 120/4 

3. Tuberculosis and Respiratory Diseases 20/1 

4. Dermatology, Venerealogy and Leprosy 20/1 

5. Psychiatry 2 0/1 

430 


Note: (1) There shall be well equipped and updated intensive Care Unit ( I.C.U.), Intensive 
Coronary Care Unit (I.C.C.U.) Intensive Care Paediatric beds and preferably 
Intensive care in Tuberculosis and Respiratory Disease. , 

(2) Wherever possible, the facilities available in larger tuberculosis and chest diseases 
hospitals, infectious diseases hospitals and mental hospitals may be utilised for 
training in these specialties. However, if these hospitals are not under the total 
administrative control of the Medical College, the required beds in these 
specialities shall have to be provided in the attached teaching hospital itself. 

(ii) SURGERY AND ALLIED SPECIALITIES: 

No. of beds and units required, 

240/8 
120/4 
60/2 
30 ^ 

450 

Note: There shall be well-equipped and updated intensive Care Bum Unit and Surgical post 
operative critical care Unit. 

(iii) OBSETETRICS AND GYNAECOLOGY 

No. of beds and units required 
65 
■45 
10 

■120/4 

. (iv) GRAND TOTAL 1000 

Note : (I) In case a super speciality is developed, it shall necessitate creation of extra beds 

along with additional staff over and above the minimum requirement stated 
herein above in accordance with the provisions of the Postgraduate Medical 
Education Regulations, 2000. 


Obst%ics 

Gynaecology 

Postmortem 


1. General surgery 

2. Department of Orthopaedics 

3. Department of Ophthalmology 

4. Oto-Rhinolaryngology 
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(2) The teaching hospital may provide additional beds in any speciality depending 
upon their patients load. 

B.l.IO Dean, Medical Superintendent and each department shall have independent computer and 
printer facility. 

■ B.1.11 Each and every college /institute shall have its own website wherein the following details 
updated in the first week of every month shall be provided:- 

a. Details of Dean, Principal and Medical Supdt. including their name, qualification 
complete address with telephone and STD code, fax and E-mail etc. 

b. Teaching as well as non-teaching staff. 

c. Details of the sanctioned intake capacity of various courses UG as well as PGs 
by the MCI, 

d. List of students admitted merit-wise category-wise (UG & PG) for the current and 
previous year. 

e. Any research publications during the last one year. 

f. Details of any CME programmes, conferences and/or any academic activities 
conducted by the institution. 

g. Details of any awards and achievement received by the students or faculty. 

h. Details of the affiliated university and its Vice-Chancellor and Registrars. 

i. Result of all the examinations of last one year. 

j. Detailed status of recognition of all the courses. 

k. Details of clinical material in the hospital. 

/. Measures undertaken to curb the menace of ragging in terms of Prevention and 
Prohibition of Ragging in Medical Colleges/Institutions Regulations, 2009. 

B.2. CLINICAL DEPARTMENTS-INDOOR 

B.2.1. The following accommodation shall be available with each ward, namely:. ' 

l. Accommodation in a General Ward shall not exceed 30 patients and distance 
between the two beds shall not be less than 1.5m. 

2. Nurses Duty Room/Nursing Station. 

3. Ward should be constructed in such a way that the Nurse from her Nursing 
Station is able to have an overview of all the patients in the wards. 

4. Examination and Treatment room. 

5. Ward Pantry. 

6. Store room for linen and other equipment, 

7. Resident Doctors and students Duty Room. 

8. Clinical Demonstration Room. 

• 

B.2.2. The following additional accommodation shall be provided for each of the departments. • 

1. Offices for Heads of Departments and Heads of Units. 

2. Accommodation for other unit staff 

3. Clinical demonstration rooms (at least one for each department). 
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Note: The size and number of staff rooms shall be as per the guidelines in the pre and para 
clinical departments for the prescribed number of staff members in a department. 


B.2.3. OPERATION THEATRE UNIT ; 

The Operation Theatre Unit shall have the following facilities; namely:- 

1. Waiting room for patients. - 

2. Pre-Anaesthetic/Preparation room - at least 4 beds. 

3. Operation theatre. 

4. Post-operative recovery room (minimum of 15 beds). 

5. Soiled Linen room. 

6. Instrument room. 

7. Sterilisation room. 

8. Nurses rooms. 

9. Surgeon”s and anaesthetist’s'room (separate for male and female). 

‘ 10. Assistant’s room. 

! 1. Observation gallery for students. 

.12. Store rooms ' 

13. Washing room for Surgeons and Assistants; and 
] 4. Students washing up and dressing up room. 

Four such units may be provided for General Surgery, one for ENT; one for- 
Orthopaedics; one for Ophthalmology and two for Obstetrics and Gynaecology and one 
for septic cases”. 

Other surgical specialities shall have independent separate OT. 

Additional space need to be provided for various Endoscopy procedures. 

Minor Operation Theatre - one minor operation theatre in addition to above shall be 
provided for surgical departments in casualty/emergency unit and one such theatre in 
'O.P.D. 

B.2.4 -CENTRAL STERILISATION SERVICES: 

There shall be an independent Central Sterilization unit capable of taking the total 
- working load of operation theatres, laboratories close^to or in the operation theatre block 
itself. It shall have adequate equipment like bulk sterilizer with separate ends for loading 
unsettled material, unloading sterile, cold sterile, FAhylene oxide sterile, freon ethylene 
instruments and mattress sterilize, sterile racks, mixers, and trays for instruments. 

This (department shall work round the clock and all materials, instruments, trays, and 
dressing material etc. shall be supplied round the clock. 
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B.2.5 LAUNDRY 

The Central Mechanical laundry shall be provided with bulk washing machine, Hydro- 
Extractor, flat rolling machine. Laundering of hospital linen shall satisfy two basic 
considerations, namely, cleanliness and disinfection. The hospital could be provided with 
necessary facilities for drying, pressing and storage of soiled and cleaned linens. The 
physical facilities for housing the laundry equipment shall be provided in the campus. 
However, services can be handed over the any agency but with overall supervision of 
Hospital Administrator. 

B.2.6. DEPARTMENT OF RADIO-DIAGNOSIS: 

(1) The staff of Radio-Diagnosis department shall be covered by Personal Monitoring 
System of BARC. 

Accommodation shall be provided for the following namely: 

(a) Room for 300mA, 500mA, 600mA. l.I.T.V. System, Fluroscopy System (36 
sq.m.). 

(b) Ultrasound Room (15 sq.m.) 

(c) Room for 60 mA Mobile X-ray system (15 sq.m) 

(d) Accommodation for CT Scan system. There shall be three equipment rooms, 
(examination room, control room, control room and computer room). In addition, 
a service room for Electrical Panels, UPS and Servo Stablizer shall be provided. 
The total area requirement is 80 sq.m. 

(e) There shall be preferably a Magentic Resonance Imaging (MRI) system. The 
space requirement shall be according to the standard specifications. 

(f) Store room for X-Ray films related material (15 sq.m) 

(g) Museum (25 sq.m.) 

(h) Waiting room for patient, enquiry office and staff rooms for Professor & HOD, 
Assoc. Profs., Asstt. Profs., Residents, Tutor shall be provided as per requirement. 

(i) Accommodation for demonstration room shall be provided. 

\ 

(2) The room sizes for various Diagnostic Imaging Systems shall be as per the following 
provision of the Atomic Energy Regulatory Board Safety Code, namely; 

' The room size of the room housing X-ray equipment must not be less than 25 Sq.m, 
for a general purpose X-Ray machine. In case of diagnostic X-Ray equipment 
operating at 125kV or above the control panel must be installed in separate control 
room located outside but contiguous to the X-Ray room. Rooms housing fluoroscopy 
equipment must be so designed that adequate darkness can be achieved conveniently 
when desired. Patient waiting areas must be provided outside the X-ray room and a 
dark room must be provided. 
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B2.7 DEPARTMENT OF ANAESTHESIOLOGY 

Accommodation for the department of Anaesthesia shall be provided for staff on duty in 
operation theaters in that block itself as far as possible in addition to following 
accommodation; namely:- 

1. Offices for Heads of Departments and Heads of Units. 

2. Accommodation for the other unit staff. 

3. Clinical demonstration rooms (at least one for each department); and 

4. Departmental Library-cum-Seminar room (30 Sq.m.) with a seating capacity of 50 
students. 

OPTIONAL DEPARTMENTS. 

B.2.8 DEPARTMENT OF RADIOTHERAPY; 

The department needs to be planned in such a way that there is a minimum movement of 
Radio-active sources through the general corridors of the Hospital. It is therefore 
desirable that the outpatient wing, treatment wing, dosimetry/planning equipments, 
wards, operation theatre and other facilities are located in the same block, may be on two 
floors. It should be closely connected with the rest of the hospital to facilitate free 
interaction of the facilities of various disciplines for multidisciplinary management of the 
patients. Separate rooms should be provided for Teletherapy Unit (100 Sq.m.area), intra 
cavitory treatment room (50 sq. m.area) interstitial, endocavitory, surface mould therapy 
room (50 sq. m.area), planning room (50sq.m.area), rooms for metalling treatment 
planning equipments, mould room (50 sq.m.area), record room (100sq.m.area), medical 
physics laboratory (50sq.m.area) outpatient waiting room (200 sq.m.area), .indoor beds (at 
least 30 beds and an isolation ward) (200 sq.m.area), day care ward for short 
chemotherapy/radiotherapy procedures etc. (70 sq.m.area). The minimum floor area shall 
be 2000-2500 sq.m. Prior BARC approval of the radiation therapy rooms/plan alongwith 
complete layout of the entire department is mandatory. 

B.2.9 DEPARTMENT OF PHYSICAL MEDICINE AND REHABILITATION: 

Accommodation (2500 sq.meter) shall be provided for professor and other teaching staff, 
paramedical personnel and non-medical staff, evaluation room, physiotherapy, 
Electrotherapy, Hydrotherapy, Occupational Therapy, Speech therapy, separately, as far 
as possible. 

B.3 CLINICAL DEPARTMENTS-OUT DOOR 

B 3.1 Accommodation shall be provided for:- 

1. Waiting/reception space rooms for patients and attendants, 

2. Enquiry and record room. 

3. Four examination rooms (cubicles) and case demonstration rooms to be provided 
for each department in the outdoor in self-contained blocks with their sub- 
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sections. Each clinical unit in the out-patient department shall be provided with 
examination cubicles. 

4. Dispensary, 

5. The following additional accommodation shall be provided in the departments 
specified below:- 

(a) In Surgery & its specialities: 

Dressing room for men and women patients respectively. 

Operation theatre for out patient surgery. 

(b) In Ophthalmic Section: 

Refraction rooms, dark rooms, dressing rooms etc. 

(c) In orthopaedics Section: 

(d) In ENT Section: 

Sound proof audiometry Room, ENG laboratory and speech therapy facilities. 

(e) In Paediatrics: 

Child Welfarb including Immunization Clinic 
Child Guidance Clinic 

Child Rehabilitation Clinic including facilities for espeech therapy and 
occupation^ therapy. 

(f) In obstetrics and Gynaecology; 

Antenatal Clinic, Family Welfare Clinic 
Sterility Clinic 

Cancer Detection Clinic. 

There shall be an additional students duty room (separately) for males and 
females) attached to the labour room. 

(g) In Dental Section: 

Accommodation for Dental Surgery and Prosthetic dentistry. 

3 3.2 Reception and Waiting Hall for Patients. 

B. 3.3. A seminar room for students. 

B.4 CENTRAL LABORATORIES: 

There shall be well-equipped and updated central laboratories preferably along with 
common collection entire for all investigations in histopathology, cytopathology, 
haematology, immunopathology, microbiology, biochemistry and other specialized work 
if any. 
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B.5 CENTRAL CASUALTY DEPARTMENT , 

There shall be well equipped anu updated intensive care unit (I.C.U) -5 beds, Intensive 
Coronary Care Unit (I.C,C.U.)-5 beds, Intensive Care Paediatric/Neonatal Unit -5 beds 
and preferably Intensive Care in Tuberculosis and Respiratory Diseases. The number of, 
beds in casualty trauma unit shall be 30. ICU should be located near casualty. These shall 
be functional at the time of inception of the college. 

B.6 CENTRAL HOSPITAL PHARMACY 

It shall have qualified pharmacist incharge and other staff certified by statutory 
authorities to dispense the drugs. 

B.7 CENTRAL KITCHEN 

The Central Kitchen shall be commodious, airy, sunny, clean with proper flooring with 
exhaust system. The cooking should be done either by electricity or by gas. It should be 
provided with proper and clean working platforms. A separate store area with proper 
storage facilities should also be provided. The services trolleys for food should be hot 
and closed stainless steel ones. 

B, 8 HOSPITAL WASTE MANAGEMENT 

Facilities for hospital waste management, commensurate with the State Regulatory 
Authorities etc. shall be provided. 

B, 9 STAFF QUARTERS 

B. 9.1 There shall be sufficient number of quarters for covering 100 per cent of the total Sr. 
Residents and Jr. Residents as required. 

B. 9.2 There shall be sufficient number of quarters for covering at least 20% each of the 
Nurses, teaching and non-teaching staff. 

B.IO CENTRAL HOSPITAL STORES 

There shall be a central hospital stores for stocking & supply of drugs, equipments etc. 

B. 11 HOSTELS FOR STUDENTS 

The College/lnstitution should have at least provision for 75% of the total intake of 
students at a given time. Each hostel room shall not have more than three occupants. 
The size of such room shall not be less then 27 sq.mt. Each student shall be provided 
with an independent and separate furniture which shall include chair, table, bed and full 
> size cupboard at the least In case of single seated room it should be at least 9,sq. mt. 
Area. Each hostel shall have a visitor room, a study room with facilities for computer 
and internet and should be air-conditioned. There shall be a recreational facility room 
having T.‘V., Music, Indoor games etc. and messing facilities for the students. 
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Schedule - II - STAFF REQUIREMENTS 
A. GENERAL REMARKS: 


1. ■ Emphasis in medical education being on practical instruction and demonstration in small 

groups. The number of teachers must be as per provisions of this Schedule adequate to 
enable such instruction to be imparted effectively. 

2. The teaching staff of all departments of medical college, shall be full-time. 

3. These regulations cover the minimum requirements of under graduate medical education. 
Additional teaching and non-teaching staff shall also be required in OPD, Indoors, 
Operation theatres and Intensive Care areas where the work load involved in emergency 
patient care, clinical laboratory work/field work is heavy or is of a specialized nature. 

4. To ensure the exposure of undergraduate students to experienced teachers, it is essential 
to provide adequate number of higher posts (Professors/Readers) in every department of 
teaching. 

5. In department of anatomy, Physiology, Biochemistry, Pharmacology and Microbiology, 
non-medical teachers may be appointed to the extent of 30% of the total number of posts 
in the department. A non-medical approved medical M.Sc. qualification shall be a 
sufficient qualification for appointment as lecturer in the subject concerned but for 
promotion to higher teaching post a candidate must require Ph.D. degree qualification or 
equivalent qualification. However, in the department of Biochemistry,/non-medical 
teachers may be appointed to the extent of 50% of the total number of posts in the 
department. In view of the paucity of teachers in non-clinical departments, relaxation 
upto the Head of the department may be given to non-medical persons in case a suitable 
medical teacher in the particular non-clinical speciality is not available for the said 
appointment in said department. However, all such appointments will be made only with 
the prior approval of the Medical Council of India. However, a non-medical person 
cannot be appointed as Director/Principal/Dean/Medical Superintendent or equivalent of 
an institution in any case. In the department of Community medicine. Statistician cum 
Lecturer in Statistics should possess M.A./M.Sc. qualification in that particular subject 
from a recognised university. These requirements are as per the Teacher Eligibility 
Qualification Regulations. 

6. Teacher in higher specialities like Cardiology, Neurology, Neuro-Surgery shall not be 
counted against the complement of teachers required for under graduate medical 
education. 
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. DEPARTMENT WISE STAFF REQUIREMENTS-NON-CLFNIC AL 


(1) DEPARTMENT OF ANATOMY 


Staff Strength Required 


Jl;: Professor^ 1 

2. Assoc, Prof, 2 

3, ’ Asstt, Prof 4 

4 r futors/Demonstrators 5 

5. '• .Technician - ' 1 

6 . DisseciiowHalljiu^ 4 

7, Store Keeper cum Clerk-cum Computer Operator 1 

8 , Sweepers 2 


; . . (2) DEPARTMENT OF PHYSIOLOGY 

i . ' 


7 Professor; , . > ' 1 

: Assoc, Prof '2 

‘ ' Asstt, Prof, 4 

- Tutors/Demonstrators. .5 

Technician I 

Store Keeper cum clerk cum Computer operator / 
/ Sweepers 2 


(3) DEPARTMENT OF BIOCHEMISTRY 


Professor 1 

. Assoc. Prof . , . 1 

Asstt. Prof. 3 

Tutors/Demonstrators , " 5 

Technical Asstt./Technician ■ 2 

. Store-Keeper cum clerk cum Computer operator J 
Sweepers 2 

Lab Attendant I 

V (4) DEPARTMENT OF PATHOLOGY 

Professor 1 

Assoc. Prof. . . 3 

Asstt. Prof . ' 5 

Tutors/Demonstrators 7 

5 Technical Asstt./Technician .4 
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6 Lab. Attendants . . 2 

7 Steno cum Computer Operator \ ^ 

8 Store Keeper cum Record Keeper V' 1 

9. Sweepers . 2 


(5) DEPARTMENT OF MICROBIOLOGY 

1 Professor 

2 Assoc. Prof. 

3 Asstt. Prof. 

4 Tutors/Demonstrators 

5 Technical Asstt ./Technician 

6 Lab. Attendants 

7 Store Keeper cum Record clerk 

8 Steno cum Computer Operator 

9 Sweepers 

(6) DEPARTMENT OF PHARMACOLOGY 

1 Professor ‘ ; 

2 Assoc. Prof - 2; 

3. Asstt. Prof ; S ^ 

4 Tutors/Demonstrators - " 4- . 

5. Laboratory Attendants 2 

6. Store Keeper cum clerk cum Computer operator. 1 

7. Sweepers ' 2 . 

(7) DEPARTMENT OF FORENSIC MEDICINE 



1 

2 

3 

4 
•5 
6 

7 

8 
9 


Professor ■ 

Assoc. Prof 

Asstt. Prof ■: 

Tutors/Demonstrators 
Technical Asstt./Technician 
Laboratory Attendants 
Steno Typist 

Store Keeper cum clerk cum Computer Operator 
Sweepers . 





Note:- 


In case of postmortem work of more than 500 • annually, two jadd 
Tutors/Demonstrators shall be provided. , ' 


(8) DEPARTMENT OF COMMUNITY MEDICINE 


1 Professor 

2 Assoc, Prof. 


1 

2 
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3 

Asstt. Prof. 

4 


4. 

Epidemiologist-cum-Assistant Professor 

1 


5 . 

Statistician-cum-Assistant Professor 

1 


6 > 

Tutors/Demonstrators 

5 


7 

Medical Social Worker 

1 


8 

Technical Asstt./Technicians' 

1 


9 

Stenographers 

1 


10 

Record keeper cum clerk cum Computer Operator 

1 


11 

Store Keeper 

1 


12 

Sweeper 

1 



Staff for Rural Training Health Centre (including field work and epidemiological 
studies.) 

1 Medical Officer of Health-cum-lecturer/ 


Assistant Professor. ' * 1 

2 Lady Medical Officer ^ I - 

3 Medical Social Workers 2 

4 Public Health Nurse 1 

5 Health Inspector/Health Assistant (Male) 1 

6 Health Educator 1 

7 Technical Asstt./Technician 1 

8 Peon 1 

9 Van Driver. 1 

10 Store Keeper cum Record Clerk 1 

11. Sweepers 2 . 

URBAN TRAINING HEALTH CENTRE 

1. Medical officer of Health-cum-Lecturer/ 1 

Assistant Professor 

2. Lady Medital Officer 1 

3. Medical Social Workers 2 

4. Public Health Nurse 1 

5. Health Inspectors • 2 . 

6. Health Educator 1 

7. Technical Assistant/Technicians 2 

8. Peon 1 

9. Van Driver 1 

10. Store Keeper 1 

11. Record Clerk 1 

;12l. Sweepers 2 


Note: The Urban and Rural Training Health Centres should be under the direct administrative 
control of the Dean/Principal of the college.” 
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C. DEPARTMENT WISE STAFF REQUIREMENTS-CLINICAL DEPARTMENTS 

(1) GENERAL 

1. Each department shall have a Head of the Department of the rank of full time Professor 
who shall have overall control of the Department. 

2. The Staffing pattern of the departments shall be organised on the basis of units. 

3. A Unfit shall have not more than 30 beds in its charge. However, in departments of 
Tuberculosis & Respiratory diseases, Dermatology, Veneralogy & Leprosy, Psychiatry, 
Ophthalmology & ENT one unit shall be of MCI sanctioned strength for that speciality 
even if the total number of beds is less than 30. 

4. The minimum staff complement of each unit shall consist of the following, namely:- 

(a) Professor/Reader .1 

(b) Lecturer. 1 

(c) Senior Resident/Tutor/Registrar 1 

(d) Junior Residents 3 to 4 

5. A resident doctor shall primarily be defined as a registered doctor who stay and work in 
residence in the hospital of a medical college on whole time basis where he / she is 
employed under supervision of medical teacher’s and essentially shall be non practicing. 

6. Senior Resident shall be a registered doctor who either has. 

i) a recognized post graduate degree from a statutory university with 3 years experience 
of residency .in the concerned speciality while pursuing degree course, or 

ii) a recognized postgraduate diploma from a statutory university in the concerned 
specialty with 2 years experience of residency in the concerned specialty while 
pursuing diploma course and 1 year residency experience in the concerned specialty 
obtained after acquiring the PG diploma or, 

A graduate doctor with recognized MBBS degree and registered in IMR who has .got 3 
(three) years experience as a resident doctor in the concerned speciality. 

In addition to the above staff, additional Sr. Residents and Junior Residents shall be 
provided according to the load in Bum Ward ICU, emergency, ICCU, Nursery, Labour 
Room and in other critical/intensive care unit/units for providing services round the 
clock. 

(2) DEPARTMENT OF GENERAL^DICINE 

The Number of units, beds and staff for each department shall be as follows; 

(a) GENERAL MEDICINE 

No. of units/beds: 8/240 

Staff strength required 
1 
7 


1. Professor 

2. Reader 
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i. 

Lecturer 

8 

4. 

Tutor /Registrar/Sr. Resident* 

8 

5. 

Junior Residents 

16 

*With three years Resident experience. 


(b) 

TUBERCULOSIS & RESPIRATORY DISEASES 

No. of units/beds: 

.1/30 


Staff strength required 

1. 

Professor/ 

1 

2. 

Reader 


3. 

Lecturer 

1 

4. 

Tutor / Registrar/Sr. Resident* 

1 

5. 

Junior Residents 

2 

* With 

three years Resident experience. 


(c) 

DERMATOLOGY VENEREOLOGY & LEPROSY 

No. of units/beds: 

1/20 


Staff strength required 

1. 

Professor/ 

1 

2. 

Reader 


3. 

Lecturer 

1 . 

4. 

Tutor / Registrar/Sr. Resident* 

\ 

5. 

Junior Residents 

2 . 

* With three years Resident experience. 


(d) 

PSYCHIATRY 


No. of units/beds: 

1/20 


Staff strength required 

1. 

Professor/ 

1 

2. 

Reader 

- 

3. 

Lecturer 

1 

4. 

Tutor / Registar/Sr. Resident* 

I 

5. 

Junior. Residents 

2 


* With three years Resident experience. 

The following ancillary staff shall be provided. 
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Staff Strength required 


1. 

E.C.G. Technician 

1 

2. 

TechnicarAsstt./Technician 

3 

3. 

Lab. Attendants 

4 

4. 

Store Keeper 

1 

5. 

Steno Typist 

1 

6. 

Record clerks 

2 

7. 

T.B. and Chest Diseases Health Visitors 

2 

8. 

Psychiatric Social Workers 

2 


(3) DEPARTMENT OF PAEDIATRICS 

No. of units/beds: 4/120 

1. 

Professor/ 

Staff strength required 

I 

2. 

Reader 

. 3 

3. 

* Lecturer 

4 

4. 

Tutor /Registar/Sr. Resident* 

4 

5. 

Junior Residents 

8 

The 

following ancillary staff shall be provided. • ‘ 

1. 

Child Psychologist 

1 

2. 

Health Educator 

1 

3. 

Technical Asstt./Technician 

1 

4. 

Lab attendant 

h 

5. 

Store Keeper 

1 

6. 

Record clerks 

1 

7. 

Social worker 

1 


(4) DEPARTMENT OF GENERAL SURGERY 

No. of units/beds: 

8/240 

1 . 

Professor/ 

Staff strength required 

1. 

2. 

Reader 

■ 7- 

3. 

Lecturer 

8 

4. 

Tutor /Registar/Sr. Resident* 

8 

5. 

Junior Residents 

16 


* With three years Resident experience. 

The following ancillary staff shall be provided. 
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1. Technical Assistant/Technicians 3 

2. Laboratory Attendants 4 

3. Store keeper I 

4. Steno-Typist I 

5. Record Clerks 2 

(5) DEPARTMENT OF ORTHOPAEDICS 

No. of units/beds: 4/120 

Staff strength required 

L Professor/ 1 

2. Reader 3 ' ’ ■ 

3. Lecturer 4 

4. Tutor /Registar/Sr. Resident* 4 

5. Junior Residents 8 


* with three years resident experience. 

The following ancillary staff shall be provided. 


1. Technical Assistant/Technicians 1 

2. Laboratory Attendants 1 

3. Storekeeper 1 

4. Steno-Typist 1 

5. Record Clerks 1 


[Part III —Sec. 4| 


(6) DEPARTMENT OF OTO-RHfNO-LARYGOLOGY 

No. of units/beds: 

1. Professor 

2. Reader 

3. Lecturer 

4. Tutor / Registar/Sr. Resident* 

5. Junior Residents 

* with three years resident experience. 

The following ancillary staff shall be provided. 


1. Technical Assistant/Technicians 1 

2. Laboratory Attendants 1 

3. Store keeper 1 

4. Steno-Typist 1 


1/30 

Staff strength required 
I 

1 
1 

2 
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5. Record Clerks 

1 


6. Audiometry Technician 

1 


7. Speech Therapist 

1 


(7) DEPARTMENT OF OPHTHALMOLOGY ' 


No. of units/beds: 

2/60 


Staff strength required 


1. Professor 

1 


2. Reader 

1 


3. Lecturer 

2 


4. Tutor /Registar/Sr. Resident* 

2 


5. Junior Residents 

4 


* with three years resident experience. 



The following ancillary staff shall be provided. 

1. Technical Assistant/Technician 

1 


2. Lab Attendant 

I 


3. Stenotypist 

1 


4. Store keeper 

1 


5. Record Clerk 

1 


; 6. Refractionist 

1 


(8) DEPARTMENT OF OBSTETRICS AND GYNAECOLOGY 


No. of units/beds: 

4/120 


Staff strength required 


1. Professor/ 

1 


2. Reader 

3 


3. Lecturer 

4 


4. Tutor/Registar/Sr. Resident* 

4 


5. Junior Residents 

8 


The following ancillary staff shall be provided. 



1. Antenatal Medical offlcer-cum-lecturer/ 



Assistant Professor 

1 


2. Maternity and Child Welfare Officer-cum- 

lecturer/Assistant Professor 

1 


3. Social Worker 

2 


4. Technical Asstt./Technicians 

2 
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Lab Attendants 2 

Stenographer 1 

Record Clerk 1 

Store Keeper • 1 


(9) DEPARTMENT OF RADIO-DIAGNOSIS 


Professor 1 

Reader 3 

Lecturer 4 

Tutors/Registrars 5 

Radiographic technicians 8 

Dark room assistant 4 

Stenographers 1 

Storekeeper 1 

Record clerk 1 


(10) DEPARTMENT OF RADIO-THERAPY (OPTIONAL) 


Professor 1 

Reader 1 

Lecturer 2 

Tutors/Registrars 3 

Physicist I 

Radiotherapy technicians 2 

(for every treatment unit) 

7. Dark room assistant 1 

8. Stenographer 1 

9. Storekeeper 1 

10. Record clerk 2 


(11) DEPARTMENT OF ANAESTHESIOLOGY 
Staff strength required 


1. Professor I 

2. Reader 4 

i. Lecturer 5 

4. Tutors/Registrars/Senior Residents 8 

The staff in the department shall consist of: 

1. Technical Asstt. Technicians 8 

2. Stenotypist . I 
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3. Record clerk 1 

4. Store keeper ! 

(12) DEPARTMENT OF PHYSICAL MEDICINE AND REHABILITATION (OPTIONAL) 

Staff Strength required 


1. Professor/ ► I 

2. Reader 

3. Lecturer 1 

4. Senior Residents 2 

5. House Surgeon/Junior Resident 1 

The staff in the department shall consists of: 

1. Physiotherapists 2 

2. Occupational Therapists 2 

3. , Speech Therapists 1 

4., Prosthetic and Orthotic Technicians 2 

5. Workshop Workers 6 

6. Clinical Psychologist - 1 

7. Medico-social Worker 1 

8. Public Health Nurse/Rehabilitation Nurse 1 

9. Vocational Counsellor 1 

10. Multi-rehabilitation Workers/(MRW)/ 

Technician/Therapist 4 

11. Stenographer 1 

12. Record Clerk 1 

13. Store keeper I 

14. Class IV workers 4 


(13) DEPARTMENT OF DENTISTRY 
Staff Strength required 


1. Professor/ 1 

2. Reader 

3. ' Lecturer 1 

4. Tutor/Registrar 1 

5. Dental Technicians 4 

6. Store Keeper cum clerk 1 


Note: Where Dental College or Dental wings of medical Colleges exist, the services of teachers 
of these may be utilized in the instruction of medical students in Dentistry and no 
separate staff in the Medical College shall be necessary. 
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D. STAFF REQUIREMENT FOR-ANCILLARY SERVICES 

I CENTRAL RECORD SECTION 
The staff of the section shall consist of 


1. Medical Record Officer 1 

2. Statistician 1 

3. Coding Clerks 4 

4. Record Clerks 6 

5. Daftaries 2 

6. Peons . 2 

7. Stenotypist 1 


II CENTRAL ANIMAL HOUSE 


The staff shall consist of: 

1. Veterinary Officer 1 

2. Animal Attendants 2 

3. Technicians for animal operation room 1 

4. Sweepers 2 


111 CENTRAL LIBRARY 

The staff in library shall consist of: 

1. Librarian with a degree in Library Science 1 

1 
1 
1 
4 
2 

2 • 

CENTRAL PHOTOGRAPHIC CUM AUDIOVISUAL UNIT 

1 

1 each 
1 
1 
1 
1 


1. Photographers 

2. Artist Modellers 

3. Dark Room Assistant 

4. Audiovisual Technician 

5. Store Keeper cum Clerk 

6. Attendant 


2. Deputy Librarian 

3. Documentalist 

4. Cataloguer 

5. Library Assistants 

6. Daftaries 

7. Peons 





[VFTin~TsPJ^4 ] 


; 3rRmTTtlT 


213 


MEDICAL EDUCATION UNIT 

1. Officer In-charge 1 

(Principal/Dean) 

2. Coordinator 1 

(Head of a deptt/nominated by Principal/Dean.) 

3. Faculty College faculty on part-time basis. 

Supportive Staff: 

1. Stenographer 1 

2. Computer Operator I 

3. Technicians in Audio-visual aids, 

• Photography and Artist 2 

CENTRAL STERLIZATION SERVICES DEPARTMENT 


1. Matron 1 

2. StaffNurse 4 

.*3. Technical Assistant 8 

4. Technician ' 8 

5. Ward Boys 8 

6. Sweeper 4 

LAUNDRY 

1. Supervisor 2 

2. Dhobi/Washerman/Women 12 

3. Packer 12 

BLOOK BANK 

1. Professor /Readei 1 

2. Lecturer , 1 

3. Technicians 6 

4. Laboratory Attendants 6 

5. Store Keepers .6 

6. Record Clerks 2 


CENTRAL CASUAL! V SERVICES 
The staff in the department shall consist of: 

S 

1. Casualty Medical Officer 4 

2. Operation Theatre staff to function on As required 

24 Hours round the clock basis 
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3. 

4. 

5. 

6 . 
7. 


1 . 

2 . 

3. 

4. 

5. 

6 . 


Stretcher bearers - . • 6 

Receptionist-cum-clerks 2 

Ward boys 6 

Nursing and Para-medicai staff 6 

Clinical staff for casualty Beds. As required. 


CENTRAL WORKSHOP 


Superintendent - who shall be a , 
qualified engineer 
Senior Technicians 

Junior Technicians 
Carpenter 
Blacksmith 
Attendants 


1 

4 (Mechanical, Electrical, 
Electronic, Refrigeration) 
2 
I 
1 

4 


OTHER HOSPITAL STAFF 

1. NURSING STAFF: The nursing staff shall be provided as per the following 
recommendations of the Nursing Council: 

RECOMMENDED NORMS FOR HOSPITAL NURSING SERVICE 

(STAFF) (TEACHING HOSPITAL) 

Staffing: 1. Nursing Superintendent 1 (*for minimum of 150 beds) 

2. Deputy Nursing Superintendent 1 

3. Asstt. Nursing Superintendent 2 

(for every additional 50 beds one more Assistant Nursing Superintendent) . 



Staff Nurse 

Sister 

Department Senior/ANS 

Medical Ward. 

1:3 

1:25 . 

Each Shift 1 For 3-4 wards 

Surgical Ward 

1:3 

1:25 

” -do- 

Orthopaedic ward. 

1:3 

*1:25 

. ” -do- 

Paediatric ward 

1:3 

1:25 

” -do- 

Gynaecology ward 

1:3 

1:25 

-do- 

Maternity ward 

1:3 

1:25 

” -do- 

(Including new boms) 



Intensive Care Unit 

I:l(24Hrs.) 1 

each shift 1 

1 Departmental Sister/. 

Coronary Care Unit 

Ll(24Hrs.) 1 

each shift , 

y ANS for 3-4 units 

Special wards Eye, 1 

:l(24hrs.) 1 

each shift J 

1 

ENT etc. 




Operation Theatre 

3 for 24 hrs. 1 

each shift 

1 Departmental sister/ANS for 4-5 


\ 
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per table Operation Theatre 1 Depttl. Sister/ANS for 

emergency casualty etc. 

Casualty & 2-3 Staff Nurse 1 each shift 

Emergency Unit depending on the . ' 

No. of beds 


Out patient Department-base on Actual observation. 

1 Staff Nurse for every 13 Patients 
1 Staff Nurse for every 86 patients 
1 Staff Nurse for every 120 patients 
I Staff Nurse for every 140 patients 
1 Staff Nurse for every 35 patients 
1 Staff Nurse for every 85 patients 
I Staff Nurse for every 120 patients 
1 Staff Nurse for every 120 patients 
1 Staff Nurse for every 120 patients 
1 Staff Nurse for every 86 patients 
1 Staff Nurse for every 100 patients 

Similarly other out patient Department need to be staffed based on actual observation. 

JUSTIFICATIONS: 

1. Needs may vary from hospital to hospital depending on the size of hospital and service 
rendered more staff than anticipated will be required. 

2. Special attention is needed for supervision of patient care on the evening and night shift. 
30% leave reserve is suggested because nurses get 2 off, 30 Earned Leave and 12Casual 

X leave/24 days off in a year. Also it has been observed that on any working day 25% of 
the staff on casual leave etc. 

A nurse works for 240 days in a year whereas hospital require nursing services for 365 
days, for 24 hours, which means to depth work for 1/3 nurse is required that is why 30% 
leave reserve is needed. 

3. Dieticians: In order to prescribe diet on the scientific lines for different types of patients 
the services of qualified dietician are essential in all the teaching hospital. 

4. Pharmacists: As required for Hospital. ^ 

5. Class III and iV personnel-as required for hospital. 


a) Minor Operation Theatre 

b) Injection Room 

c) Surgical 

d) Medical 

e) Gynae. 

f) Cliildren (Paediatric) 

g) Orthopaedic 

h) Dental 

i) ENT 
J)Eye 
k)Skin 





16 


THKGAZF.TTKOFINniA ■ FXTRAnRHINARY 



)UIPMENT ( for various departments in the College and Hospitalsl 


Note: These recommendations are minimum requirements and will serve as a guide to the 
institutions with regard to the equipment required. They are not meant to be an 
exhaustive list and the staff of the various departments will use their initiative and 
experience for equipping the departments. . 


A. NON clinical DEPARTMENTS 
1. DEPARTMENT OF ANATOMY 

(a) Furniture and Fixtures: Office tables small and big, office chairs, museum almirahs, 
study tables, staff room and library almirah, store almirahs, store racks, lockers with coat 
hangers and drawers as required. Laboratory benches with cup-boards and rack for reagent 
bottles and laboratory glasswares as required, water and gas and electric points operation 
tables etc., as necessary. 


NAME OF THE ARTICLE QUAN’flTY REQUIRED FOR 

200 (admissions) 


Table with marble for stainless steel tops 6'I” x 2’ x3’ 25 

Tables with marble or stainless steel, 

Half standard size, 6 

Drill machine 4 

Hand saw 5 

Band saw for sectioning body and limbs 1 

Stools, preferably metal ' 120 

Brain knife 7 


Mortuary cooler with arrangement to keep 

' at least 8 bodies or suitable alternative arrangement. 1/2. 

Storage tank to hold 10 cadavers, made of 
concrete with copper lid. 2 

Plastic tanks for storing soft and dissected parts. 10 

Trolly Table (Steel, Light). 3 

Projectors including overhead projectors 2 + 2 

X-ray Viewing lobby. -5 

Charts, Diagrams, Models. Slides etc. ^45- required 

Dissecting instruments As reqiured 

Meat cutting machine for thin body sections 
(trans and vertical) for gross anatomy sectional study I 
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NAME OF THE ARTICLE QUANTITY REQUIRED FOR 

200 (admissions) 

(b)APPARATUS AND INSTRUMENTS FOR HISTOLOGY 


Microscopes, Monocular 120 

Dissection microscope 5 

Microtomes, rotary 2 

Microtomes, Sledge, large cutting 1 

Cabinet for si ides (1000) 6 

Incubators .1 

Paraffin embedding bath 1 

Hot plates for flattening sections 2 

Hot air cover fro drying slides (45°C) • 1 

Balance Analytical capacity 200 grms. 
and Sensitivity 1/10 mg. 1 

Balance Earanger capacity 6 kilos Sensitivity, 1/5 gram 2 

Refrigerators 2 

Distilled water stil 1/menesty type capacity gallon per hour 2 

Diamond pencils 4 

7 colour marking pencils 2 


Anatomy Museum 

Skeletons articulated 9 

ones (Dis-articulated) sets 35 

Specimen jars As required 

Racks steel As required 

Embalming machines for cadavers 2 


Computer for keeping student records,'marks, stores etc, 


(1):PHYSI0L0GY department 

(a) Office table, small and big, office chairs, museum almirahs, study table, staff room and 
library almirahs, stock almirahs, store room racks, laboratory benches with cupboards and 
racks for reagent set up for experimental physiology including Sherrington Starling 
Kymograph (Preferably electrically driven) Myograph stand, inductorium, simple key 
short circulating key, pohl’s corhmutator, vibrating interrupter. Muscle through. Muscle 
liver. Muscle grip of femur clamp, Hook and weight set, heart liver, frog board for 
dissection, enamel tray for above, frog board cork-lined with boss-head-36 sets + 6 
spares. 

Low voltage units, for tapping 2 and 4 volts for stimulation, at each seat-as required. 
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Note: ' 

1. Time makers can also be made available at each seat along with the low voltage unit. 

. 2. Electronic stimulators, students type can be used instead of low voltage units Nife 
cells. This will also dispense with the need for induction coil interrupter, Transistor 
ones are preferred. 

NAME OF THE ARTICLE QUANTITY REQUIRED FOR 

200 (admissions) 

Electric time makers, 100/sec. 12 

Timing fork, time marker, 100/sec. 12 

Electrodes, X-blocks, burrette clamps, 
enamel bowis brass uprights, with 
coarse and fine adjustments basin, 
spirit lamps, cooper wire (double 

cotton covered) Kymograph paper etc. As required 

(b) MAMMALIAN EXPERIMENTS 


Large extension kymographs-Brodie- 
Starling complete with respiration 

pump, motor time marker manometer etc. As required 

Operation table 2 

Volume recorders 12 

Dale's bath for internal organ 45 

Isolated Organs, Bath for .students 50 

complete with liver etc. 

Animal Weighing Machine, for 

small and big animals (for each) 1 

Mary’s Tambour 50 

Venus and arterial canula (different sizes) (each) 50 
Smoking outfit, with fume cupboard 1 

Varnishing outfit, for long and short papers I . 

Anaesthe.sia boxes. ; 10 


Surgical instrumenis for operative 

procedures, syringes, pulleys, etc. As required 


(c) HUMAN AND OTHER EXPERIMENTS: 
Microscopes, Oil immersion 


60+10 
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NAME Of' THE ARTICLE QUANTITY REQUIRED FOR 

200 (admissions) 

Perimeter Priestly Smith S/LP.984 B & T 12 

Haemogiobinometer, Sahil or hellige (with spaces) 50 
Haemocytometers 5 0 

Sphygmomanometer 20 

Stethoscopes 25 

Stethoscopes, Demonstration with 
Multipleear pieces 6 

Polygraphs o 

Venus Pressure apparatus 4 

Spirometer, Ordinary .12 

Gas analysis apparatus, Haldane's 
students type 1 

Van Slyko’s apparatus manometric 2 

% Gas analyzer - automatic for CCf, Cf, N^ 1 

Douglas bag, complete 8 

Basal metabolism apparatusa 1 

Erogograph Mosse 's 12 

Clinical thermometer 40 

Compas 1 5 

Thermanaesthesiometer 10 

Algometer 10 

Apparatus for passive movement 10 

Knee hammer 20 

Siethograph 20 

Bicycle ergometer 8 

Olfactometer 2 

Opthalmoscope 4 

Schematic eye 6 

Phakoscope 3 

Perimeters, with charts . 8 

Colour percetion lantern Edridge Green 2 

Maddox rod 2 

Newtons colour wheel I 

Tuning forks to test hearing 32-10,000 cps (sets) 6 


Demonstrations eye piece 
Double Demonstration eye piece 
Stage incubator 
Wastergen ‘s Pipettes for E.S.R. 
on Stand (with space pipettes) 






fE GAZE n>: OF INDIA; EXl IMORDINARY 


Dynamometer 3 

Otorhinolaryngoscope 8 

Steriliser Electric 3 

Instrument trolley ' 2 

‘Stopwatches 12 

GENERAL 

Physiography 3 channels, complete with accessories 3 
Physiograph, single channel, with accessories 10 

Centrifuge, high speed with technometer etc. 1 

Calorimeter, photo-electric 1 

pH meter, electric ^ / 

Refrigerator, 9-10c ft. 1 

Oxygen Cylinder with trolley 8 

Co2 cylinder with trolley • 2 

Electronic stimulator 1 

Water distillation still, with spare heating elements 1 
All glass distillation apparatus double stage 1 

Voltage stabilizer 3 

Stepdown transformers 1 

Thermometers, balances, micro slides 

and glassware As required 


DEPARTMENT OF BIOCHEMISTRY ' 

Fume cupboards, '2 

Boiling Water baths, with lids having 8-12 Holes 8 
Autoclave electric 3 

Balance open pan 8 

Balance semi micro 3 

Balance micro 2 

Votex mixers 3 

Urinometers. 60 

Constant temperature water bath 6 

Ryles tube 6 

Incubator electric with thermostat 6 

Hot air oven 6 

Magnetic stirrer 3 

Pump vac cum 3 

Calorimeters - 8 

Refrigerators 5 

Flame Photometer 3 

Thermometers 0-250^C 6 

Thermometers 0-110 ^C . 6 

Cork borer set 2 

Stop watch 6 
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Spirit lamp .60 

Chromatographic chamber 3 

Water distillation plant (metallic) 4 

All glass distillation apparatus 4 

Desicators large size 8 

Desicators small size 8 

Centrifuge clinical for 12 tubes 8 

PH meters 4 

Homogeniser 4 

Microscopes 8 

Ultra Violet (U.V.) lamp ‘ 1 

Tools for small workshop for glass 
blowing and mending 1 set 

Bottle dispensers 20 

Samplers (autopipettes) different volume range 20 

Electrophoresis apparatus with power supply 
for Paper PAGE AGAROSE 8 

Spectrophotometer 1 

Binocular research microscopes 3 

Glass ware as required by standard 


lab. Like pipettes, beakers and conical flasks, etc. As required. 


DEPARTMENT OF PATHOLOGY 
General 

Office table small and big, office chairs; museum almirahs; study table, staff room, and 
library almirahs, stock almirahs, store room racks, lockers with coat hangers and drawers 
as required. Laboratory benches with cupboards and rack for reagent bottles, water, gas 
and electric points, operation tables etc. as necessary. 

(b) Morbid Histology and Morbid Anatomy Sections 


Weighing machine for cadavers , 1 

Rotary Microtomes 3 

Freezing Microtome with a standfor 
carbondioxide cylinder I 

Hot plates 3 

Hot air (50 degree Celsus) for special staining 3 

@ Paraffin embedding bath (Ordinary) 3 

@ Electric vacuum embedding baths 3 

@ if Histo Kinette is not available. 

Autoclave electric 3 

Distilled water still 1 

Water bath 57 degree Celsius I 

Rectangular water bath 1 


222 , THE CAZE"n'E OF INDIA 

EX’I KAORDINAKY [Part [|[—Skc. 4| 

i. ■ 

Centrifuge machine electric Rotofix 

/ 

Colorimeter Photoelectric Klett. 

1 

Cabinet for 1000 slides 

As required 

Band saw 

1 • . 

Autopsy tables 

3 

Automatic tissue processor, 


Histokinmetiee or similar, complete. 

7 , 

Staining racks for staining in bulk 

20 

Troughs for staining in bulk 

20 

Coplin jars 

30 

Water bath electric (Tissue Floatation 

3 

Balance, Chemical with weights 

3 

Balance, chemical with weights 


Microscopes, Monocular, with double 


nose piece, High power objective 


2 eye-pieces, mechanical stage and condensor 

100 

Oil immersion lens for above 

100 

Polarising attachments for microscopes 

1 ' 

Micrometers, ocular 

1 

Demonstration eye pieces 

8 

Magnifying lens 

8 

Blood pressure instrument 

4 ^ 

Micrometer stage 

4 

Hot plat electric 

'3 

Laboratory Counter nine keys clay Adams 

10 

Laboratory stirrer 

1 ' • ' 

Automatic timer 

3 

Balance for weighing organs 

2 '■ 

Saws, wire for cutting bones 

2 

Slide boxes for 100 slides for students 

250 

Drill for boring glass 

3 . 

Blow piece with bellows for bending glass 

5 • ' ■ 

Microphotographic apparatus 

2 

X-ray viewing box 

3 

Double Demonstration Eye piece 

' 6 

. Microprojection apparatus 

3 

Sternal puncture needle Adulet size 

3 

Sternal puncture needle child size 

3 

Liver Biopsy needle 

3 

Box weight analytical 

3 

Stop watch reading at 1/5 second. 

8 

Ultraviolet lamp. 

1 

pH Meter electric. 

' 1 ■ 

Microscope, Binocular, research. 

1 

Paper Electrophoresic apparatus vertical 

1 

. Paper electrophoresis apparatus, horizontal 

.. —f-f t'l l^t’" ... |' | f ||| F. M ( -r-T—"T—i- 
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Water still electric 1 

2x2 slide Projector. 4 

Overhead projector 2 

Museum jars. As required 

Drawing instruments and colours for photo artist 1 set 
Surgical instruments. I set 

Dark room lamp, developing troughs 
Chemicals etc. for photo artist 1 set 


Glassware, stains, chemicals reagents 
etc. for Histological work. 

Clinical Laboratory: 

Microscope high power with oil 
immersion lens moveable stage 
and condensor for the routine 
microscope work. 

Bottles Sp. Gravity 25 cc 

Micro burretes 5 cc 

PH meter, with ultra micro blood PH 

electrodes and Electrical " ' 

Contrifuge One higher power 

contrifuge for serological works, 

one for haematological work and one other 


Incubator 1 

Haemacytometers with red and white pipettes 120 

Haemoglobinometers, Sahili’type 120 

Sedimentation apparatus-one wester green 
and one wintrobole . 2 sets 

Syringes disposable one set from 

10 cc to 2cc 30 of each As required 

Staining jars for slides 12 

Urinometers 9 

Albuminometers, esbachs & Aufrech 's type 2 

Urine Glasset (Conical) 12 

Water baths with lids and holes thereon for 
holding test tubes etc. 30 

Centrifuge tubes graduated 40 

Crusible with china ltd. 2 

Crusible Gooch with adapter 2 

Graduated cylinders for various 

capaciies ranging from 100 cc to 1000 cc. 6 of each. 

Pipettes of various sizes, graduated sets As required 


15 

2 

2 


3 
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Reagent bottles. As required 

Dropping bottles As required 

Dropping bottles 4 ounce As required 

Reagents As required 

Balances-(l) Sensitive balance 2 

(2) Chemical balance with weight boxes 2 


(5) DEPARTMENT OF MICROBIOLOGY 


Incubators, electrical (large) 6 

3 7 degree Celsius J 

Autoclave 3 

Hot air sterliser .4 

Serum inspissators 2 

Balance, Chemical 2 

Lovibond comparators } 

Flasks flat bottom 50 cc. 12 

Microscope oil-immersion moveable 
stage A bbe, condenser etc. 100 

Refrigerators 3 ' 

Micrometer eye pieces 2 

Micrometer stage 2 

Centrifuge, electrical high power 3 

Refrigerated centrifuge 1 

Distilled water plant 2 

Distilled water plant all glass 1 

Oil immersion lens for students microscope. 100 

Dropping bottles for stains (Plastic) 1000 

Staining troughs 120 

Anaerobic apparatus 6 

Electrophorosis complete set 1 

B.O.D. incubator 2 

Laminer flow table 1 

Ultra Violet (U.V.) Lamps 1 

Venereal Diseases Research Laboratory 
(V.D.R.L.) shaker 2 

Computer unit 1 

Overhead Projector / -. 

Water bath (Serological) 37 degree Celsius 1 

Water bath (Serological) 56 degree Celsius I 

Deep freeze (-20 degree Celsius) 1 

Elisa Reader, dispenser and washer I 

Binocular microscope .3 
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Culture facilities 


Thermometers (Assorted) 

12 

Glassware, such as pipettes burettes, 


beakers, conical flasks, petri dishes 
of different sizes, reagent bottles etc. 

As required 

Material for preparation of media 

As required 

Stains 

As required 

PH Determination apparatus 

2 

Reagent bottles with stopper 2000 cc 

12 

1000 cc 

60 

500.cc 

24 

250 cc 

24 

100 cc 

60 

50 cc ■ 

60 

Test tubers hard glass 150 mm x 18 mm 

15 Gross 

100 mm X 12 mm 

30 Gross 

75 mm x 12 mm 

30 Gross 


(6) PHARMACOLOGY DEPARTMENT. 


Office tables small and big, office chairs, museum almirahs, study tables, staff room and 
library alrhirahs, stock almirahs, store room rack, lockers with coat hanger and drawers as 
required laboratory benches with coat hanger and drawers as required. Laboratory benches 
with cupboards and with racks for reagent bottles, water, gas and electric points, operation 
tables, as necessary. 


EXPERIMENTAL PHARMACOLOGY 

Starling’s long extension kymographs with time markers. 3 


The ideal Respiration Pump (500 cc. CAP.) ' 3 

Brodi ’s. operation tables 3 

Incubators • , 2 

Refrigerators 2 

Assembly perfusion apparatus for mammalian heart 4 

Standard power tables 3 

Assembly for mammalian classes 4 

Automatic electric recording drums 4 

Mechanical Stromhur 2 

Centrifuge. 2 

Colorimeters 3 

Canulas (different types) 48 

Cautery machine, electric Blendsone 1 

Varnishing Tray with foot lexer 2 


1413GI/10~29 
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Four Unit isolated organ bath palmer F. 67' 1 . 

Analgesiometer ■ 1 

Smoking Burners Palmer A-291 and A-265 I 

Tracheal Canula Metal Palmer E.76 4 

Condons Drop Recorder - Palmer B- 75 1 

Prof.lnchleys Drop Recorder-Palmer B, 78 1 

Animal weighing: 

a) Machine for small animals like rats and gunea pig 3 

b) Machine for big animals like dogs 3 

Dissection instruments and injection syrjnges As required 

(The experimental physiology laboratory 

can be used if available for the students) 


* Kymograph (students) Electric independent unit 

* Electric Motor % with split pulleys 

* Shafting steel rod % ” diameter and 18 ” long 

* Standard Shafting and fittings 

* Pulleys 

Muffs coupling for joining 2 pieces 
of the above mentioned shafting steel rods 

* Not required in case of independent units. 
X-blocks 

Hook grip rods 
Plain stand 


Apparatus for isolated rabbit intestine etc. 200 

Jacquets graphic chronometer 4 

Frog Boards Palmer c. 120 200 

Jackson’s Enterograph 4 

Hair Aesthesiometer-Paimer W.290 4 

Long Extension for paper palmer A-130 2 

Animal Balance Tripple Beam 2 

Manometers mercury Palmer C-200 6 

Metronome Palmer B-5 ' fi 

Oncometer Kidney 2 , 

Oncometer Heart .2 

Copper Trays (10 ”x8 ”xl ”) 200 

Thermometer (upto 110 degree Celsius) 200 

Distillation apparatus 8 

Microscopes ordinary 4 

Working tables with racks each table 36 ' long 12 

Chemical Balance-ordinary Apothecary *s 2 

Chemical Balance-Sensitive * 2 • 

Dissection instrument As required 


200 

2 

8 

40 

30 

12 

As required 
As required 
200 


1 Par rill 
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Plethysmograph assorted 4 

Pneumograph Palmer E ' 1 

Piston Recorder Palmer C. 51 1 

Tambours mareys Palmer C.5 &C. 11 4 

Tetanus Set Palmer H20 1 

Stop Watches Jacquets 12 

Oxygen Cylinders with Trolleys 20 cu.ft 8 

Carbon-di-oxide cylinder 2 

Operating lamps-Phillips 4 

Animal trolley with 12 cages 4 

Miscellaneous: 


Electrodes, Ordinary and non 
polarisable, insulated wires, 
time markers, electric signals. 

Mercury manometer, perfusion 
apparatus, myograph lever, small 

pulley's upright stands and chemicals etc. As required 

(c) Pharmacy Laboratory : 

Dispensing Balance with metric system weights 
Pill Tiles 

Suppository moulds 
Procelain dishes 
Crucibles with tongs 
Pestle and Mortar 
Iron Spatula 
Measure glass all sizes 
Water bath, metal 

Miscellaneous: 

Chemicals, drugs, glass rods, funnels andfilter As required 

(d) SPECIAL CHEMICALS AND PHARMACOLOGICAL EQUIPMENT 

Stimulator Electronic Arthus Thomas 
Balance Semi micro Analytical Pan Mottler 
Electrocardiograph 
Spectophotometer Model Du-Backman 
(UV Visible range) 

Skin and Rectal Thermometer Barun 
Antihistamine Chamber with manometer 
Flame photometer 


1 

1 

1 

1 

I 

1 


60 
60 
60 
20 
20 
60 
60 
60 
20 . 
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Stop clock 24 

Water hath 4 hole electrically heated 12 

Bell jars Assorted 6 

Petri dishes assorted 36 

Museum drugs specimen jars 30 

All glass distillation apparatus cap. 2 litres 2 

Centrifuge Electric internation R.P.M. 3000 4 

Microscope students type with mechanical 
stage and oil immersion 4 

Microscope lamps • 4 

Magnetic stirrer B.T.L. 1 

Autoclave electric I 

Waring Blender M.S.E. 1 

Hot air oven size J4”xI4”xl4** I 

Incubator Electric Size 14”x}4”xl4” 1 

Vacuum & Pressure Pump Cenco 2 

Instruments Sterilliser Electric size 12'' x 8”x6” 

B.P. Apparatus 16 

Distilled water still Manesty Electrical Cap. 

2 gallon per hour 2 

Stethescope • 16 

Multimeter 1 

Temperature controlled water bath 37 ^C 1 

Razor Hone 2 

Electric Hot Plate 2 

Deionizer-two of capacity 20 litres per 2 

hour and 6 litres per hour (mixed bed type) 
connected in series 


Physiographs with Transducers and other 
relevant accessories (may substitute kymographs) 80 

Vortex mixer 2 

Actophotometer 1 

Rotarod Assembly • ^ ' 7 

Electro-Convulsiometer ■ 1 

Cook*s Pole Climbing Apparatus 1 

• Metabolic Cagges (Dieuretic Study) 3-4 

Digital pH meter 1 

Tablet Disintegration Machine Glass tubing (length of 6 ft.)} 

Glass rods-assorted sizes of 6 ft. • 200 

Glass mortar & pestles 1 24 each 

capacity of500 and 200 cc r 

■ Cork borer set of 12 1 set 

Holder for platinum wireloop 200 

' Lancet spring (disposable) 200 


I 
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Lamp for microscope As required 

Magnifying glass with metal handle 100 

Metal mincing machine I 

Postmortem instruments sets complete 2 set 

Suction pumps 1 

Filtering apparatus sietzfilter and Millipore filter leach 
Dessicators 2 

Vacuum Desicators 1 

Apron plastic for postmortem 2 

Apron rubber for postmortem 2 

* Lyophilizer 1 

^Thermal Cycler I 

*U.V. Transilluminator with photography 1 

* Colony counter 1 

* Cold room + 4 degree Celsius 1 

* BACTEC system 1 

* Phase contrast Microscope 1 

* Vortex mixer . I 

* Electronic Balance 1 

' * Microfuge 1 

* Ultra centrifuge 1 

* Flourescent Microscope 1 


* Desirable additional equipment in the department of Microbiology. 
(7) DEPARTMENT OF FORENSIC MEDICINE 


Weighing machine, dial type human 2 

Equipment for reporting height 2 

Balance chemical 1 

Balance, single pair for weighing foetus 1 

Weighing machine for Weighing dead bodies 1 

Weighing machine for organs 2 

Folding metal scale to measure upto 7 ft. I 

Steel tape roll 2 

Varnier calipers 1 

Autopsy table 2 

Styker autopsy saw, with accessories 3 

Hacksaw 4 

Dissection sets, consisting of cartilage knife 


bone cutting forceps scissors, straight and curved 
Enterotome Scaples, knives with spare blades, 
probe metal scale graduated in cms. Etc. 4 

Rib. Shears, right and left 4 

Viscerotome with attachment for illumination 
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(Battery operated) 1 

SLR camera with accessories 1 

Microscope student type 35 

Microscope Binocular, research 5 

Stopwatch 2 

X’ray view box one in four . 6 

View Box Two in one 5 

B.P. Apparatus 6 

Anthropometric set 1 

Automatic tissue processing machine ' I 

Microtome with knife 1 

Hot plates I 

L, Modes 16 

Leather Strops 2 

Parafin Bath Embedding I 

Slide Warming Table 1 

Stone Carbarandon 2 

Water bath (Tissue I^lowing) 1 

Distilation plant 1 

Brain knife 8 

Black Holder 50 

Digital Spectrometer I 

Digital PH meter 1 

Electric Auto slide projecter I 

Glass cutting Pencil I 

Hand Set heat Sealer 1 

Spectroscope Lens with adjustable slit 2 

Refrigerator 1 

Cold Storage for keeping dead bodies As required 

Deep freezer for keeping tissues As required 

Video Camera, Television and 

Video Cassette Recorder I each 

Instrument Cabinet, instrument, trolly, filing cabinet 

with folders, filing cabinets for almirahs etc. As required 


(8) DEPARTMENT OF COMMUNITY MEDICINE 


Comparator, Nessler 1 

Barometer, Fotin I 

Extraction Apoparatus, fat, complete 1 

Filter, Pasteur chamberland, complete set I 

Filter, berke fed 1 

Hydrometres, Spirit 3 

Hydrometres, milk 3 

Hydrometers, wet and dry BULB I 

Incubator, electric I 
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Museum jars 

Models, charts, diagrams etc. 

Balance Analytical 200 gm 
Balance for weighing food stuff 
Capacity 2 Kg. 

Centrifuge clinical 
Weighing machine adult 
Salters Baby weighing machine 
Harpenders Callipers (for skinfold thickness) 
Height measuring stand 
Aqua guard 
Refrigerator 9 cu.ft. 

Ice Lined Refrigerator (I.L.R.) 

Dissecting microscope 
Microscope oil immersion 
T.F., V.CR. 

Still for distilled water 
Autoclave 
Sterilizers, electric 
Computer 

Over Head Projector 



As required 
As required 

3 

1 
1 

4 
4 

2 
1 
/ 

I 

1 

50 

4 

1 each 
1 

1 

2 
1 
2 



The Rural and health centers for training of undergraduate students shall be suitably equipped 
along with adequate transport. 


B. CLINICAL DEPARTMENTS 


The list of equipment for clinical departments both indoor and outdoor, may be prepared by 
the Heads of departments, who would keep in view the needs for:- 


(1) Special examination with diagnostic aids and investigations such as laboratory, X-ray, 
etc. 

(2) Routine treatment, medical and surgical etc, 

(3) Special therapy such as physical, occupational, dietetic etc. 

The following equipments for various clinical departments are however the minimum required. 


(I) DEPARTMENT OF MEDICINE 


B.P. Apparatus 

i 

50 

Ophthalmoscope 

12 

Lumbar puncture needles (disposable) 

As required 

Haemocytometer » 

6 

Light Microscope 

4 ' 

Haemoglobinometer 

6 
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Centrifuge Machine 4 

Urinometer 4 

Plural biopsy needs (disposable) As required 

Liver biopsy needs (disposable) As required 

Kidney Biopsy needs (disposable) As required 

X-ray viewing box 30 

Overhead projector 2 

Slide Projector 2 

Upper Gl endoscope 4 

Colonoscope 4 

Sigmoidoscope 4 

Proctoscope 12 

Facilities for doing tests for malabsorption • As required 
Ultra sound machine I 

Fiberoptic bronchoscope 2 

Spirometer 3 

Bed side Cardiac monitors 20 

Central Cardiac monitor Console , 1 

Defibrillator . 20 

Non-invasive B.P.Apparatus 20 

Pulse oxymeter 20 

Equipment for ardiac pacing 1 

Ambu bag 20 

Laryngoscope 20 

ECG Machine . 20 

Echocradiography machine 2 

Tread Mill test machine 1 

Haemodialysis machine - , 6 

Peritoneal dialysis catheters As required 

Areterial blood gas analyzer 2 

Na/K analyzer 2 

Equipment for measuring diffusion capacity 1 

Microprocessor based spectrometer 2 

Gamma cameras 7 

Glucometer , . 

Radiosotope scan laboratory 1 

Electro Encephalogram (EEG) machine ' 1 

EMC and nerve conduction velocity machine 1 

^ Fine needle aspiration needle required 

Aspiration needle As required 

Torches ' 50 . 

Patient examination table 40 

Rubber Hammer ■ 40 

Reagents for doing Gram’s and Ziehl Neilson staining As required 

Computer ( one for each medical unit) " .8 

Radiopagers 50 
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Endotracheal tubes 
Emergency lights 


As required 
12 


(2) DEPARTMENT OF PAEDIA TRICS 


4 
4 
4 

As required 
As required 
As required 
1 

As required 

1 
1 

(B) Oxygen Delivery System- 


Oxygen Cylinder I 

Oxygen regulator I 

Oxygen Humidifiers 1 

Oxygen headbox (of each size) } 

Nebulisers '8 


(C) Drug Deliver Equipment/ Catheter/tube- 


(A) Resuscitation equipments: 
Ambu bag 
-infant 
-children 
Face mask 
Nasal prongs 
Nasal catheters 
Endotracheal tubes 
Suction apparatus 
Suction catheters 
Laryngoscope 

- Infant 

- Children 


As required 
4 
4 

As required 
8 
8 

As required 
4 
8 

As required 

(D) Measurement Equipments 

Weighing machine 

- Infant 
-Child. 


1 

1 


Intra-venous (I.V.) Drip set 

Measured volume 

Blood transfusion set 

Intra-venous (1. V.) Canula (Butterfly type) 

Intracath 

Umbilical vein Catheter 
Feeding tubes 

Three way and fo ur way valve 
Malecot ’s catheter 
Cut open canula 
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- Neonates ' 1 . 

Ihfantometer } 

Measuring tape As required 

Shakir’s tape As required 


(E) Work lab and investigations 


Student Microscope 

2 

Nuclear Chamber . * 

4 

Hemoglob i name ter 

4 

Test tube 

As required 

Spirit lamp 

4 

Stains for - Leishman’s staining 

As required 

- AFB staining 

-do- 

-Grams staining 

-do- 

Dextrostix 

As required 

Multisix 

-do- 

Uristix 

-do- 

Micro Erythrocite Sedimntation Rate (ESR) tubes 

As required 

Filter paper 

As required 

Bone marrow needle 

4 

lAimher Puncture (L.P.) Needles 

4 

Pleural aspiration needle 

4 

Vim-Silveram 

4 

Biopsy needle 

Mengneiz Needle 

4 

True cut Renal 

4 

Biopsy needle 

X-ray view box 

I 


F) Miscellaneous 


Radiant Warmer 
Infant incubator 
Phototherapy unit 
Ophthalmoscope 
Thermometer-Oral 
-Rectal 


1 

I 

1 

1 

As required 
As required 


(S) DEPARTMENT OF TUBERCULOSIS AND CHEST DISEASES 


Peak flow meters . 3 

Nebulizers 6 

Intercostals Drainage Facility 4 

Pleural Biopsy Needles , 2 

Pulse Oximeter 2/1 

Fiberoptic Bronchoscope 2/1 
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Rigid Bronchoscope 1 

Pulmonary function Test machine with facility for 
spirometry, lung volume and diffusion capacity 1 

Arterial Blood Gas machine I 


(4) DEPARTMENrOt'OERMATOLOGY-VENEROLOGYAND LEPROSY 

Facilities for examining smears for bacteria. 

Fungi, mycobacteria and acantholytic cells 

(a) Light microscope with facility for'dark ground illumination microscopy 

(b) Gram’s stain 

(c) Zeihl-Neelsen 's stain • 

(d) Giemsa stain 

Fad I ities for ele ctrosurgery and chemosurgery 

(a) Electro-cautery machine 

(b) Trichloracetic acid 

■ 5) DEPARTMENT OF PSYCHIA TRY 
Electro Convulsive Therapy 

(E.C.T.) machine preferably with ECG monitoring 4 


E.E.G. monitoring I 

ECG machine I 

EEG machine I 

Lithium analyzer I 

Biofeed-backjnstruments (sets) I 

Thin layer chromatography 

(for drug dependence treatment) 1 

Alcohol breath analyzer I 

P.sychological Tests equipment 

a) Project tests 5 

b) Intelligence Tests 5 

c) Personality Tests 5 

d) Neuro psychological tests 5 


(6) DEPARTMENT OF SURGERY 

0) O P.D 

Blood Pre,ssure Apparatus, Stethoscope, 

diagnostic kit, weighing machine, 

skinfold caliper, eight scale. 10 
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X-ray viewing box 4 in 1 ' 10 

Proctoscope & Gabriel Syringe , 10 

Sigmoidoscope (Rigid) 4 

Flexible Endoscope, Upper Gl, . 4 • 

Colonscope (one set in Main O. T.) 

Diagnostic Crystoscope I 

Ultrasound ^ I 

Urqflowmetry 1 


(ii) MINOR O.T. 


Operation Theatre Table .2 

Operation Theatre Ceiling light^ 2 

Pedestal lights 4 

Electro-surgical unit ‘ I 

Suction y . . 

Pulse oximeter (one fur Endoscopy Room) 4 

Anaesthesia Equipment , / set 

Resuscitation kit 1 

Assorted surgical instrument for 
minor operation sets 12 

Autoclave I 


WARDS 

B.P. Apparatus, Stethoscope, diagnostic kit 


(4 sets in each ward) 32 sets 

Weighing machine, height scale, skinfold Caliper 
(2 each in each ward) 16 

Proctoscope (2 in each ward) 16 

Monitors for pulse rate, Heart Rate, 

E. C. G. / Invasive and non-invasive pressure 
(2 in each ward) 16 

Incubators/Transport incubators 4 

Neonatal Bassinet 4 

Ultrasound 1 

Arterial blood analyzer I 

Oesophageal/Gastric pH & pressure recorder 1 


(Hi) OPERA TION THEA TRE 


Operating tables _ 8 

Operating Ceiling light 8 

Paedestal side light (for emergency use) 4 

Electrosurgical Unit ^ 10 

General Sets (8 for each Operation Theatre) '64 
Burr hole set 2 
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Vascular set (1 in eachp.T.) 

8 



Anaesthesia Equipment as per requirement of 




A naesthesia department Diagnostic and 




operative laparoscope 

2 



Crystoscope.and Resectoscope 

2 



Bronchoscope 

1 



Flexible G.l Endoscope 

1 



Laser (May be shared with otner departments) 

1 



C~arm image intensifier 

} 



Operating microscope-binocular.with Video monitor 

1 



Operative ultrasound 

1 

• 


Stapling device Assorted 

2 sets 

- 

/ 

Endo-stapler 

1 set 



Closed Circuit T V. 

2 



(W) MISCELLANEOUS 




Photocopier 

1 



Computer with laser Printer 

1 



Electronic Typewriters 

2 



Slide-Projector 

4 



Overhead projector 

10 



Video Cassett Recorder/video Cassette Player 

2 

' 


(7) DEPARTMENT OF PAEDIATRIC SURGERY 




Resuscitation equipment 




-Ambubags 

8 



-ET Tubes (all sizes 2\5-8) 

12 sets 



‘‘GuedelVs airway (all sizes) 

12 sets 



-Laryngoscope 

8 



Suction Catheters assorted sizes 

40 sets 



Suction machines 

8 



Oxygen cylinders Oxygen 

16 



B.P. Apparatus 

16 



Slow suction machine 

5 



Nebulizer 

5 



Heater 

5 



- IC.U. equipment incttbator 

5 sets 



Operation Theatre equipment 

2 



Cystoscope-Paediatrics 

3 

* 


Rigid Bronchoscope (sets) - 

3 



Oesophageal dilators (sets) 

3 



, Paediatrics Sigmoidoscope 

3 

V 

• 

j 

_ 
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(S) DEPARTMENT OF ORTHOPAEDICS 


Basic instrumentation set for fracture. 12 sets 

Small Fragment and large fragment 5 

External Fixator , }() ■ 

C-Arm (Image Intensijier) 2 

. Portable X~ray Machine 2 

Arthroscope 2 

Slide Projector '• ' -2 

Ch’er-head projector . ,2 

Movie Camera for demonstration of live operations I 
Plaster room equipment (sets) with plastic table. 3’ 

Physiotherapy and occupational therapy 
equipment sets I 

Operation room equipment (sets) 2 


(9) DEPARTMENT OF OPHTHALMOI.OGY ' 


Basic instrumentation set for fracture. . 5 sets 

Small Fragment and large fragment 3 

External Fixator . 6 

C-Arm (Image Intensifter) . 2 

Portable X-ray Machine I 

Arlhoscope / 

Slide Projector 2 

Over-head projector. 2 

Movie camera for demon.stration of live operations. I 
Plaster room equipment (sets) with plastic table. 2 

Physiotherapy and occupational therapy 
equipment sets I 

Operation room equipment (set.s) * 2 


(10) DEPARTMENT OF ENT 

(i)OPD 
(per doctor) 


Na.sal Speculum , • 4 

Tongue depressor . 4 

Lgtyngeal mirrors 4 

Nasopharyngeal mirrors ^ 4 

Aural speculum 4 

Ear Suction 2 

Nasal Suction 2 
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Suction apparatus 
Siegles speculum 
Tuning fork (512 Hz) 

Otoscope ■ 2 

Bayonet forces ^ 2 

Bulls lamp 2 

Head lamp 2 

ENT examination chair 2 

Jobson Horne probe 2 

Sterilizer 2 

BP apparatus 2 

Stethoscope 2 

(ii) MAJOR Operation Theatre. 

(a) Tonsillectomy and adenoidectomy set 

Biopod 1 

Boyle-Davis mouth gag 1 

Tonsil holding forceps 1 

Tonsil dissector and pillar retractor 1 

Tonsil snare - I 

Burkit artery forceps 1 

Negus artery forceps 1 

Tonsil scissors • 1 

- A de notome 1 

Adenoid curette 1 

Yankauer oropharyngeal suction tip 1 

(b) Set for nasal bone fracture Asch forceps 1 

Walsham forceps 1 

(c) Septoplasty set 

Bayonet forceps ^ 1 

Killians nasal speculum 1 

Freer elevator 1 

Ballenger’s swivel knife . 1 

Takahashi forceps 1 

Fish tail gouge and mallet 1 

(d) Caldwel luc set 

Nasal gouge 1 

Mallet 1 

Ribbon Retractor 2 

Cheek Retractor 2 

(e) Antrostomy set 

Antral 1 

Retrograde gouge 1 


Kj Kj Uj 
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Antral rasp 'I 

0*FESSset 

* Rigid nasal endoscope 0 1 

*Light source ' 1 

*Sickle knife I 

* Retrograde punch _ I 

*Blakesley forceps - straight 1 

- upturn I 

* Optional for MBBS. . 


g) Direct laryngoscopy set 

Anterior commissure 2 

Laryngoscope ' 2 

Negus laryngoscope . • 2 

Lighting-system for laryngoscopes 2 

Biopsy forceps . 2 

Foreign body removal forceps 2 

Laryngeal suctions , * 2 


(h) * Microlaryngoscopy set 


*Kleinsasser’s laryngoscope 2 ' 

*Fibroptic lighting system 2 

* Suspension system for Laryngoscope 2. 

*Microlaryngeal cup forceps 2 

* Microlaryngeal Scissors " 2 

i) ^Tympanoplasty set 

* Aural speculum ■ 4 . 

* Drum curette 2 

*Drum elevator 1 

*Microsuction 2 

*Graft knife / 

^Graft press I 

(j) * Mastoidectomy set 

* Mallet 2 

*Gduge ^ ‘ 4 

*Endaural retractor/post aural retractor. 2 

* Electric drill (motor,-handpiece and burrs) 2 

*Mastoid seeker 2 

*Aditus seeker 2 

* Malleus head nipper 2 

(k) ’^Stapedctomy set 

* Pick-straight 2 




[ VFTIIl— 7gxrg4 ] 


Angled 2 

^Perforator ' 2 

* Measuring rod 2 

* Prosthesis crimper 2 

(l) *Oesophagoscopy set 

Oesophagoscopes 3 

Lighting • 2 

Biopsy forceps 2 

Foreign body removal forceps 2 

Suction I 

Oesophageal dilators 1 set 

(m) * Bronchoscopy set 

* Bronchoscopes 3 

^Lighting system / 

* Biopsy forceps I 

* Foreign body removal forceps 1 

^Suction I 

* Optional for MBBS 


(n) Tracheostomy set 


Needle holder 1 

Bard Parker knife handle I 

Ribbon right angled retractors 2 

Curved arteries ^ 4 

Straight arteries / 

Cricoid hook 1 

Tracheal dilator I 


(Hi) MINOR Operation Theatre 


(a) Antral wash set 

Trocar 2 

Canula 2 

Higginsons syringe 2 

(b) Direct laryngoscope set 

Laryngoscope - Anterior ' 1 

Commissure 


Negus 

Lighting system 
Biopsy forceps 

Foreign body removal forceps 
Sterilizer 


1 

1 

1 

' As required 
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Aural Syringe 
Tracheostomy set 
Intubation set 
■Cricothyrotomy set 
Quinsy forceps 
Aural Snare 
Aural cup forceps 


(iv) AWARDS 

* Semi intensive care unit (4 beds) 

* Central suction 

* Oxygen 

* Humidifier 

* Optional for MBBS 

(V) MJSCELIANEOVS EQUIPMENTS 


As required 
As required 
As required 
As required 
As required 
As required 
As required 


As required 
As required 
As required 
As required 
As required 


Operating microscope for major Operation 
For minor Operation Theatre- 
Puretone audiometer 
Impedance audiometer 


Theatre I 

1 

As required 
/Is required 


SPECIAL EQUIPMENT 


(a) * Temporal hone lab Microscope 


(b) * Drill 1 

Mastoid set - I 

* Optional for MBPS 


(vi) ANY OTHER ADDITIONAL EQUIPMENT WHICH ARE DESIRABLE 


Flexible nasopharyngolaryngoscope ■ I 

Electronystagmograph I 

Brainstem evoked response audiometer I 

Goggles, plastic apron, gloves for examination 
of patients with biohazard (HIV and Au positive) I set 


(10) DEPARTMENT OF OBSTETRICS AND GYNAECOLOGY 


(i) G eneral 
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Spec ulurns and retractors } 00 

EA + ECC sets 40 

PCX forceps ^ ' 20 

Ayers spatula . 60 

Cytology bottle 60 

Microscope 4 

MR Syringes 20 

Coloposcope ' 4 

Cryo/electro cautery apparatus 4 

Simple fetal Droppler. 4 

NST machine 8 

Stitch removal sets 20 

Dressing sets 20 

Ultrasound machine 4 

Proctoscope 12 

Weighing machine 4 

Height scale 4 

View box 4 

(Blood Pressure apparatus, measuring tapes, 
gloves, syringes, needles, torch) 

Resuscitation tray 3 

(Laryngoscope, ET tube, amhu 

bag, suction catheter, essential drugs). 

Suction machine 3 

Hy.sierosalphigogram Canula 25 


00 MAIN Operation Theatre 

Abdominal Hysterectomy set (Alteries, scissors, Scalpel, Allis’s kelly's damp, badcockforceps, 
thumb forceps, Harington & Richardson retractors.) 


Vaginal Hysterectomy set 


12 


. (Scalpel, scissors, metal catheter, Sims, Speculum volsellum, Kelly's clamps, right angle 
retractor, arteries, Allis, uterine sound, bladder sound). 


Tuboplasty set 8 

Myomectomy instruments 

(Myoma screw, Boney’s clamp) 4 

Diagnostic laparoscopy set , 8 

Operating laparoscopy set 8 

Hystroscopy set 4 

Electronic Carbondioxide insuffator/ 8 

Insuffator basic unit 

Rescioscope 4 
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Hyseromat 4 

Operatin microscope/Loupe 3 

Electrocautery ' 4 

iii)SPECIAL EQUIPMENT 

Contact microhystroscope 1 

Co2 & Nd Yag laser -.1 

(iv)LABOUR ROOM 

Delivery sets 40 

B.P. Apparatus 12 

Weighing machine 3 

Fetal Doppler 4 

* Cardiotocogram machine 6 

Portable ultrasound 3 

High suction machine 4 

Resuscitation tray 4 

v)SPEClAL EQUIPMENT 

Oxytocin infusion pumps 12 

Multichannel monitors 8 

Intrauterine Pressure monitoring system 8 


*Fetal scalp electrodes Facilities for fetal scalp pH 6 


(vi)TEACHING SET 

Doll and Dummy 4 

Female Pelvis 4 

Gross specimens 

X-ray/US films . 4 

View box 

VCR -2 

Overhead Projector 2 

Slide Projector 3 

Set of instruments/forceps etc. 


(viB Miscellaneous. 

Camera with 200 m lens Endocamera/Television ,TTL flash light,-Carbondioxide Monitor, 
Calculator Channelizer, *Disposables, to be issued on monthly basis. 


(viii) MINOR Operation Theatre. 

Cervical biopsy set .12 

MTPset 20 

D&Cset 20 

Hydrotubation set 8 

lUCD insertion/removal set 25 

High suction machine 5 
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Resuscitation tray 1 

E.B. set 10 

(O. T. lights, OT tables) 

ix)MATERN!TY O.T. 

SetforLSCS 14 

D&Cset 20 

MTPset 20 

High suction machine 4 

Cervical exploration set 8 

Uterine packing forceps 8 

Abdominal hysterectomy set 4 

Diagnostic laparoscopy set ^ 6 

Laprocator for tubal ligation 8 

Postputum ligation 8j 

Outlet forceps 12 

, Low mid cavity forceps/kjielland forceps 6 

Vacuum Extractor and suction machine 8 

Resuscitation tray 4 

Decapitation hook 4 

Cranioclast with cephalotribe 4 

Oldham Perforator 3 

Infusion Pump 6 

EB set 6 


Operation Theatre table, Operation Theatre lights. Central Oxygen and suction 
(x) SPECIAL EQUIPMENT: 

Multichannel monitor with ECG, BP, HR, 3 sets 

Pulse oxymetry for high risk pregnant patients 
(eclampsia, heart diseases etc.) 


(xi) WARDS 

Blood Pressure Apparatus - 12 

Weighing machine 1 

Height scale 1 

Speculum and retractors 120 

Glucometer 2 

Microscope 2 

Suture removal sets 20 

Dressing sets 25 

Ultrasound ' 3 

Cutdown sets 4 

Blood gas analyzer 1 

CTG machine 2 
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Suction machine . 6 

Resuscitation tray 6 

View box 4 

(xii) SPECIAL EQUIPMENT 

Ultrasound machine with 
Doppler/Vaginal probe/faciiities for 


Interv'entional procedure 3 

Multichannel Monitor 3 

Fetal Monitor for 

Antepartum Surv'eillance 4 

Computer for data entry - 1 


(Gloves, Syringes, needles, torch, measuring tape etc.) 

(xiii) Laboratory equipment for following investigations: 

H“gram 

Urine examination 

Semen analyses , 

Renal Function Test (RFT), Liver Function Test (LFT), including Serum Blutamase Test (SBT), 

Electrolytes, Blood sugar 

Culture facilities 

24 hr. urine alb. Creatinine 

VDRL, TORCH 

HIV 

Serum, BHCG, estriol, MSAFP 
Semen wash 

FSH, LH PROCI.ACTIN, T3, T4, 

TSH, Testosterone, DHBAS 

Chlamydia and other reproductive tract infection testing. 

GENETIC LAB.-Cytology, Chromosome study, PCR for various abnormalities. Facilities for 
biochemical tests and enzyme studies for prenatal diagnosis. 

Blood gas analyzer 
Thalassemia study. 

ABO and Rh typing. 

PCR for tuberculosis. 

Viral markers for Hepatitic studies. 

Coagulation profile, fibrinogen degradation products, 

Blood bank facilities. 

Cryopresservation. 

Assisted reproductive techniques. 
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(11) DEPARTMENT-OF ANAESTHESIOLOGY 
OPD-Anaesthesia Clinic 


Blood Pressure Instrument (Non-invasive) ^ 1 

Weighing machine 1 

Height scale 1 

Ward (Recovery) 


Resucitation equipments (CPR) 


a) Adult Dummy 1 

b) Paediatric dummy 1 

c) Artifical breathing 1 

Bag with face Masks. 

d) Defibrillator 1 

Suction machine 

-Electrical 5 

-Manual 5 

Oxygen therapy unit 12 

Pulse oximeter 2 

E.C.G. Monitor 2 

E.T.Co2 Monitor 1 

Simple anaesthesia machine with resuscitation 
equipments and accessories 1 

Mechanical Ventilator 2 


(\2) DEPARTMENT OF RADIO-DIAGNOSIS 
Conventional X-ray Unit for routine X-ray and IVV. 5 


Mobile X-ray units- 

a) 30 MA 3 

b) 60 MA 3 

Fluroscopic unit 2 

Both conventional and image intensifying unit 
for gastro-enterology & gynae work etc. 2 


Ultrasonography equipment 2+1 additional unit independently 

for Obstetrics and Gynaecology. 
CT . . 1 

Mammography (preferably) 

MRI (preferably) 
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OPTIONAL DEPARTMENTS 
(n\ RADIO-THERAPY 


Examination Table 4 

ENT examination set up 2 

Gynae./pelvic examination tables 2 

Treatment planning and mould room including 

i) Computerised treatment planning system 2 

ii) Simulator I 

iii) Immobilization cast making system ^ 2 

Brachytherapy setup 

i) Manual afterloading intercavitory system (sets) 2 

ii) Manual afterloading 1 

Interstitial/surface mould system (sets) 

Teletherapy set-up 

Isocentricaljy mounted 2 

Rotational telecobalt 


Unit minimum 80 cm SSD 

Radiation Protection and Dosimetry set-up 

i) Secondary standard dosimeter 

with ionization chamber 2 

ii) Survey meter '2 

iii) Area/Zone monitors 4 

(byBARC) 

, ^ As per the number of staff members in the 

department 

Radiotherapy department 


i) Dual Photon energy linear accelerator with 

electrons and multileaf collimeter 1 

ii) Remote controlled intracavitory system. 1 

iii) Remote controlled interstitial system 1 

iv) CT-Sim 3D treatment ^ 1 

planning system 

v) Isodose plotte (Automatic) 1 

vi) Customised shielding . 1 

Block making system 
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vii) Customised compensator making system 1 

viii) Computerised Dosimetry system 1. 

ix) Thermoluminiscent dosimetry system 1 

x) Intra operative Radiotherapy and stereotactic radio¬ 
therapy set up alongwith linear accelerator (multi leaf) i 

N.B. Normally one teletherapy unit should be provided for every 1000 new cancer cases. All 
radiation therapy equipments (tele/Brachy) should be BARC type approved with BARC 
Sanctioned layout/installation plan. 


(14^ PHYSICAL MEDICINE and REHABILITATION 

1. Rehabilitation Diagnosis and treatment equipments including exercise set-ups. 

2. Remedial and recreational set up. 

3. Electrotherapy equipments. 

4. Prosthetic-Orthotic Workshop equipments. 

C. OTHER DEPARTMENTS 
1) MEDICAL EDUCATION UNIT 


Overhead Projectors 2 

Slide Projector * 2 

Computer with printer: I 

Electronic typewriter: I 

Video Camera: . 1 

Video Cassette Recorder: 1 

Television 1 

Blackboard' 2 

Zerox Copier 1 

Books and Journals As required 


(21 DEPARTMENT OF AUDIO VISUAL AIDS 
ARTIST SECTION 


Drawing Board size 42”x27” 1 

Drawing Board size 22” x 30” 1 

Instrument Box steadier 1 

Plastic Transparent Set square 10” 1 pair 

Plastic Scale transparent 18: 1 

Parallel ruler 18” 1 

Proportional Compass. 1 

Bowpen “Stanley” one for fine and one for thick line 2 
“T” scale 24” wooden 1 
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“T” scale 48” wooden I . 

Frenat curves Plastic I set of 12 - I set 

Protractor Plastic Semiround 6” dia. I 

Kent paper size 22”x30” 12 

Scolor drawing paj3er 22”x30” ' 12 

Drawing paper Norway 72 lbs. 12 

Water colour tubes “Winsor and Newton” 24 

Postercolours in different shades. ,13 

Reeves Indian Black ink.. 12 

Water colour box “peliken” Sable Hari brushes 16 1 

Series No. 00 to 6 and 10 8 

Speed ball nibs style A.B.C. &D. 1 set 

Crequil Nibs 12 

Drawing Nibs 303 and 304 12 

Clip holders. ' 6 

.Computer facilities As required 


(31 MODELLING SECTIONS AND PHOTOGRAPHY 


Modeling Instrument box. 

Saw for wood work. 

Ben saw iron. 

Jamboor 

Plier 

PUer Goldsmith. 

Scissors ordinary 
Scissors Goldsmith 
Hammer 
Mortar Iron. 

Buck et Iron. 

Chisel. 

Tagari Iron 
E.I. Bowls. 

Drill machine 
Modelling clay 
Chalk clay. 

Multani clay. 

Yellow clay. 

Soft stone powder. 

Plaster of paris 
Old raddy 
Gum. 

Stand paper 
Plasticine. 

Wires G.I. copper and wire netting. 


1 

1 

1 

1 

1 

I 

1 

I 

1 

1 


1 

1 

4 

1 

As required 
As required 
As required 
As required 
As required 
As required 
As required 
As required 
As required 
As required 
As required 



V 
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Synthetic Enamel colours 1/16 gallon 
Oil colour brushes. 

Soap and coconut oil 
Epidiascope B & L or alatis.. 

Radiant Screen size. 72” x 72” 

16 mm. Film projector bell and Howell 
Camera Rollieflex automatic. 

Camera 35 mm. Contax 4/D with copying attachment 
Microscopic attachment of Contax. 

Micro Projectr Zeiss or B&L. 

Enlarger Omega D 2. 

Dark room and developing equipment 

35 mm. Slide projector 

iewlex. 


As required 
As required 
As required 
4 
2 
I 


1 

1 


1 set. 


2 


4) WORKSHOP AND ELECTRIC SECTION 

Lathe machine 6” center height 10” automatic 
gear change box (heavy duty with gapped. 1 

Lathe machine small 3” center height 8” 
automatic gear change box, German make. 1 

Milling machine type with dividing head attachment 1 
Stand Drill Machine electric I 

Shaping machine Bench model 1 

Spraying painting composer max. pressure 
140 lbs. & continuous pressure must be 30 lbs. 
Complete with spray gun and'pressure rubber tube 


Electric welding machine max. amperage 200 amp. 
With accessories electrode, holder, shade and 
earthing slip and extension wire. 

Aceytlene welding with oxpacelylene bottle and 

complete set of torch 

AVO’s multimeter English make 

Electric Soldering Hen leys 250 watts, 60 watts, 

with two nose-one fine and one abroad 

Electric blower 

Frequency generator 

Ampere meter 

Battery charger 

Electroplating unit outfit 

Carpenters section instrument and appliances 

including electric saw and sander 

Glass blowing appliances 


1 

1 

I 


1 set 
1 
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Note 

1. All kinds of endoscopes shall be fibreoptic preferably with a videoscope. 

2. For effective teaching and training facilities close circuit TVs (CCTVs) shall be provided in the departments of 
Microbiology, Pathology, Surgery and other allied specialities including Gynaecology. 

3. In order to make teaching hospital more effective, it is necessary that a periodical upgrading of the instruments 
in various departments and sections should be undertaken for which required financial support shall be 
rendered. 

Annexure-B 


IMINIMIJM STANDARD REQUIREMENTS FOR THE MEDICAL COLLEGE 

FOR 250 ADMISSIONS ANNUALLY 
REGULATIONS, 2010 
MEDICAL COUNCIL OF INDIA 
Sector 8, Pocket - 14, Dwarka, 

NEWDELH1-I10077 

Phone:+9 M I-25367033,25367035,25367036 
Fax:+91-11-25367024 

E-mail: mei@bol.net.in, contact@mciindia.org 
Website: http://www.mciindia.org 
MEDICALCOUNCILOFINDIA 
. New Delhi, the 16th April, 2010 

No. MCI 35(1)98-Med (ii)/3492.— In exercise of the powers conferred by Section 33 of the Indian Medical 
("ouncil Act, 1956 (102 of 1956), the Medical Council of India with the previous sanction of the Central Government, hereby 
makes the following regulations namely:— ' - 

1, (i) Short titleand commencement: These regulations may be called the “Minimum requirements for 250 

M.B.B.S. Adrnissions Annually Regulations, 2010”. 

(ii) They shall come into force on the date of their publication in the Official Gazette. 

2, Objective :—the objective of these regulations is.to prescribe for a medical college and Medical 
Institution approved for two hundred fifty admissions of MBBS'students annually, the minimum 
requirements of accommodation in the college and its associated teaching hospitals, staff (teaching 
and technical both) and equipment in the college departments and hospitals. 

3, Every Medical College and Medical Institution for 250 M.B.B.S. admissions annually shall have the 
following departments, namely :— 

(!) HUMAN. ANATOMY 

(2) ■ HUMAN PHYSIOLOGY 

(3) BiOCH.EM!STRY 

(4) P.ATHOLOGY (INCLUDING BLOOD BANK) 

(5) M1CROBIOI.CX3Y . 

(6) PHARMACOLOGY 

(7) ■ FORENSIC MEDICINE INCLUDING TOXICOLOGY 

(8) COMMUNITY MEDICINE 

(9) MEDICINE • 

(10) PAEDlA'fRlCS 
(!l) PSYCHIATRY 

(12) DERMATOLOGY, VENEREALOGY AND LEPROSY 
• (13) TUBERCULOSIS AND RESPIRATORY DISEASES 

(14) SURGERY 

(15) ORTHOPAEDICS 

(16) RADIO-DIAGNOSIS 

(17) RADIOTHERAPY 

(18) OTO-RHINOLARYNGOLOGY , . 

(19) OPHTHALMOLOGY 

(20) OBSTETRICS AND GYNAECOLOGY 

(21) DENTISTRY . ' _ ' 

Beside the above-said departments the Medical Colleges and Medical Institution running Postgraduate Degree/ 
Diploma Courses in various specialties may have other departments to meet teaching needs of the college or Medical 
institution and healthcare needs of the public. 

4. Ivvciy Medical College and Medical Institution and its associated teaching hospitals for 250 MBBS admissions 
annually shall have the accommodation for teaching and technical staff and equipment for each department as given in the 
Schedute-I. II, HI respectively anne.xed with.these regulations. 
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SCHEDULE - I 

ACCOMMODATION IN THE MEDICAL COLLEGE 
AND ITS ASSOCIATED TEACHING HOSPITALS 


A-COLLEGE 

A.1 GENERAL: 

A.Ll CAMPUS 

Companies registered under Company Act may also be allowed to open medical colleges. 
Permission shall be withdrawn if the colleges resort to commercialization. 

The medical college or medical institution shall be housed in a unitary campus of not less 
than 25 acres of land. However, this may be relaxed in a place especially in Urban areas 
where the population is more than 25 lakhs, hilly areas, and notified tribal areas where 
the land shall not be in more than two pieces and the distance between the two pieces 
shall not be more than 10 kms. The hospital, college building including library and 
hostels for the students, interns, PGs/Residents and nurses shall be in one piece of land 
which shall not be less than 10 acres. Other facilities may be housed in the other piece of 
land. Proper landscaping should be done. 

However, in metropolitan cities and “A” class cities (Ahmedabad, Hyderabad, Pune, 
Bangalore and Kanpur), the permissible FAR/FSI would be the criterion for allowing the 
medical colleges provided that the total built up area required for adequate infrastructure 
including medical college, hospital, hostels, residential quarters, and other infrastructure 
required as per Minimum Standard requirement Regulations is made available in an area 
of not less than 10 acres based upon the permissible FAR/FSI allowed by the competent 
authority.” 

A. 1.2 Administrative block. 

Accommodation shall be provided for — Principal/Dean’s office (36 Sq.m.), staff room 
(54 sq.m.), college council room (80 Sq.m.) office superintendent’s room (10 Sq.m.), 
Office (150 Sq.m.), record room (100 Sq.m.), separate common room for Male^and 
Female students with attached toilets (200 Sq.m.each), cafeteria (400 Sq.m.). 

A. 1.3 College Council: 

Every medical college or Medical Institution shall have a College Council comprising of 
the Head of departments as members and Principal/Dean as Chairperson. The Council 
shall meet at least four times in a year to draw up the details of curriculum and training 
programme, enforcement of discipline and other academic matters. The Council shall 
also organise interdepartmental meetings like grand rounds, statistical meetings and 
clinico pathological meetings including periodical research review in the Institution 
regularly. 
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A.1.4. Central library 

There shall be an air-conditioned Central Library {4000 Sq.m) vvith seating arrangement 
for at least 500 students for reading and having good lighting and ventilation and space 
for stocking and display of books and journals. There shall be one room for 250 students 
inside and one room for 250 students outside. It should have not less than 20 000 text and 
reference books. In a new medical college the total number of books should be 
proportionately divided on yearly basis in five years. The nurnber of journals shall be 
100 out of which one-third shall be foreign journals and subscribed on continuous basis. 
The number of copies of textbooks in each subject of undergraduate teaching shall be ten. 

There shall be provision for - 

a. Staff reading room for 50 persons; 

b. Rooms for librarian and other staff; 

c. Journal room; 

d. Room for copying facilities; 

e. ' Video and Cassette room (desirable); 

f. Air-conditioned Computer room with Medlar and Internet facility with minimum of 50 
nodes. 

Medical colleges should have skill labs and adopt information technology in teaching 
medicine. There shall be provision for e-Iibrary also. 

A. 1.5 Lecture theatre 

There shall be a minimum of seven lecture theatres preferably air conditioned^ of 
gallery type in the Institution out of which 5"/^: will be of seating capacity for 300 students 
each and one will be of capacity for 650 students. Lecture theatre shall be provided with 
necessary independent audio-visual aids including overhead projector, slide projector, 
LCD projector and a microphone. These lecture theatres shall be shared by all the 
departments in a pi;ogrammed manner. There shall be provision for E-class, Lecture 
halls must have facilities for conversion into E-class/Virtual class for teaching. The 
existing colleges shall introduce these facilities in their lecture hall within one year. 

A. 1.6 Auditorium/Examination Hall (Multi-purpose): 

There shall be an auditorium-cum-examination hall of 2000 sq.m, area in not more than 
three levels. 

A. 1.7 Central Photographic Section: 

Central photographic and audiovisual sections with accommodation for studio, dark 
room, enlarging and Photostat work. Accommodation shall be provided for Artist and 
Medical Illustrators and Modelers. Facilities for microphotogfaphy and mounting shall 
be provided. 
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A. 1.8. Central Workshop: 

There shall be central workshop having facilities for repair of mechanical, electrical and 
A/c and Refrigeration equipments of college and the hospitals. It shall be manned by 
qualified personnel. 


A. 1.9. Animal house: 

Department animal house may be maintained by the department of Pharmacology. In 
addition to the animal house, experimental work on animals can be demonstrated by 
Computer Aided Education. 

A.1.10 Incinerator 

An incinerator Plant commensurate .with hospital bed strength may be provided. 
Alternatively any other system approved by the respective State Pollution Control Board 
may be provided. 

A. 1.11 Medical Education Unit: 

There shall be a Medical Education Unit or Department for faculty development and 
providing teaching or learning resource material. 

A. 1.12 Research work: 

Space as indicated in the concerned departments shall be provided in each department, 
duly furnished and equipped for research work and further expansion of its activities. 

A. h\ 3 Intercom Network: 

Intercom network including paging and bleep system between various sections, hospitals 
and college shall be provided for better services,'COordination and pMient care. 

A. 1.14.Playground and Gymnasium: 

There shall be a play ground and Gymnasium for the staff and students. A qualified 
physical education instructor shall look after the sports activities and maintenance. 


A. 1.15 Electricity: 
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There shall be continuous electricity supply, with adequate number of, as well as standby 
UPS or Generator arrangements must be made so that electricians are available round the 
clock. 

A. 1.16 Sanitation and water supply: 

Adequate sanitary facilities (toilets and bathrooms ~ Separately for women) and safe 
continuous drinking water facilities must be provided for the teaching staff, students 
(men and women), technical and other staff in all sections as required. Arrangements 
must be made so that plumbers are available round the clock. 


A.1.17 There shall> be 6 laboratories 075 Sq.m.area each) which will be provided with 
continuous working tables. Every seat shall be provided with stainless steel wash basin. 
Every working table shall have dravyer or steam proof top, and individual lighting. One 
preparation room each of 15 Sq.m, area shall be provided with all the laboratories. 


There shall be two laboratories of 150 Sq.m, area each. 


All of these laboratories may be used in common with various departments e.g. Histology 
and Histopathology; Biochemistry and Clinical Pharmacology; Heamatology and 
Pathology; Microbiology and Community Medicine. 

Central Research Laboratory 

There shall be one well-equipped Central Research Laboratory in the medical college, 
which will be under the control of the Dean of the college. The existing colleges shall 
install the laboratory within two years. Each medical college shall have Pharmaco- 
Vigilance Committee. 

A. 1.18 Training of teacher in Medical Education Unit. 

The period of training of a teacher in a Medical Education Unit shall be increased from 
one week to two weeks. 

A. 1.19 Rural Health Training Centre 

Every medical college shall have one rural health training centre under Administrative 
control of Dean of the college for training of students in community oriented primary 
health care and rural based health education for the rural community attached to it. This 
health centre shall be within a distance of 30 km. or within one hour of commuting 
distance from the medical college. Separate residential arrangements for boys, girls and 
interns with mess facilities shall also be provided. Adequate transport (both for staff and 
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students) shall be provided for carrying out field work and teaching and training activities 
by the department of Community Medicine. 

A.2. DEPARTMENTS ' 

(1) DEPARTMENT OF ANATOMY 

(A) Lecture theatre ~ As per item A. 15. | 

/ ’ 

(B) Demonstration Room - there shall be four demonstration rooms ( 90 j> c/.mt.each) fitted 
.with strip chairs, Over Head Projector, Slide Projector, Television, Video and other 
audiovisual aids, so as to accommodate at least 60-75 students. 

I ■ 

(C) Dissection Hall - There shall be a dissection hall (500 sq.mt.) to accommodate at least 
250 .rtudents at a time. It shall be well lit, well-ventilated with exhaust fans and 
preferably centrally air-conditioned. There shall be an ante-room for students with 
lockers and ten Wash basins. There shall be adequate teaching aids in the hall. In 
addition, there shall be an embalming room (12 sq.m.ai;ea), space for 3 storage tanks (one 
of 3 sq.m. & two of 1.5 sq.m.each) and cold storage room with space for 25-30 dead 
bodies (25 .sq.m.area) or cooling cabinets. 

(D) Research- There shall be one research laboratory (50sq.m.area) for research purposes. 

(E) Museum-There shall be a museum (300 .y^.ff7.)-provided with racks and shelves for 
storing and proper display of wet and dry specimen and embryological sections, models, 
revolving stands for skiagrams, CT scan, MRI and trolly tables. X-ray view boxes shall 
be multi stand type to take 4 plates standard size 4 boxes (4 view boxes for 250 students). 
Adequate seating accommodation for 50 students to study in the museum shall be 
provided. There shall be two . attached rooms (15 sq.mt. each) for the preparation of 
models/specimens and for artists and modellers. 

(F) Departmental Library- 

There shall be a Departmental library-cum-seminar room (30sq.m. area) with at least 80- 
100 books. However, not more than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(G) Accommodation for Staff- Accommodation shall be provided for the staff as under 
namely; 

1. Professor & Head of the Department- I (One room )(18 Sq.m.area); 

2. Associate Professor/Reader- 3 (Three rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers -4 (Four rooms) (20 Sq.m.area each); 

4. Tutor/Demonstrators-6 (Two rooms 20 Sq.m, area each)'- 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 


1413G1/10—33 
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(2) DEPARTMENT OF PHYSIOLOGY 

(A) *. Lecture Theatre - As per item A. L5. 

(B) Demonstration Room- There shall be four demonstration rooms (90 .v ty.mt.each) fitted 
with strip chairs,.Over Head Projector, Slide Projector, Television, Video and other 
audiovisual aids, so as to accommodate at least 60-75 students. 

(C) Practical rooms-'The following laboratories with adequate accommodation shall be 
provided to accommodate 125 students. 

(i) Amphibian laboratory (one)-(3(?^ sq.m.area) shall be provided with continuous 
working tables. . Every seat shall be provided preferably with stainless steel 
washbasin. Every workings table shall have one drawer and one cupboard, an 
electric point with fire and steam proof top. One preparation room (14 Sq.m, 
area) shall be provided with the amphibian laboratory. 

(ii) Mammalian laboratory (one.)-(120 iSq.m.area) shall be provided with Ten tables 
(2mx0.6,) with stainless steel top and operating light. The laboratory shall have 
attached instrument rack, two large size wash-basins (stainless steel) and 
cupboards for storing equipments. One preparation room (14 sq.m, area) shall be 
provided with the Mammalian laboratory. 

(iii) Human Laboratories: 

a) Haematology Lab, (250 Sq.m.area) provided with continuous working tables. 
Every seat shall be provided preferably with stainless steel wash basin. Every 
working table shall have one drawer and one cupboard, an electric,point and 
with fire/steam proof top including provisions of light sources on each table. 
One preparation room (14 Sq.m.area) shall be provided with this laboratory. 

b) There shall be a Clinical Physiology Laboratory (120 Sq.m.area) provided 
with 72 tables (height 0.8 m.) with mattresses and adjustable hand-end. 

(D) Departmental I^ibrary- 

There shall be a Departmental library-cum-seminar room (30Sq.m.area) with at least 80- 
100 books. However, not more than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(E) Research - There shall be one research laboratory (50 Sq.m.area) for research purposes. 

(F) Accommodation shall be provided for the staff as under:- 

1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); 

2. Associate Professor/Reader- 3 (Three rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers -4 (Four rooms) (20 Sq.m.area each); 

4. Tutor/Demonstraiors-6 (Two rooms 20 Sq.m.area each) 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 
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(3) DEPARTMENT OF BIOCHEMISTRY 

(A) Lecture theatre - As per item A. 1.5. 

Demonstration Room- There shall be four demonstration rooms {90 5 ^.mt.each') fitted with 
strip chairs, Over Head Projector, Slide. Projector, Television, Video and other 
audiovisual aids, so as to accommodate at least 60-75 students. 

(B) There shall be a Departmental library-cum-seminar room (30Sq.m.area) wun at least 80- 
100 books. However, not more than two copies of anyone book shall be counted towards 

, computation of the total number of books. 

(C) Research - There shall be one research laboratory (50 Sq.m.area) for research purposes. 

(D) Accommodation shall be provided for the staff as under:- 

. 1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); 

2. Associate Professor/Reader-2 (Two rooms) (15 Sq.m.area each); 

- 3. Asstt. Professor/Lecturers -3 (Three rooms) (20 Sq.m.area each); 

4. Tutor/Demonstrators-6 (Two rooms 20 Sq.m.area each); 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12 sq.m, area) 

( 

(4) DEPARTMENT OF PATHOLOGY 

(A) Lecture theatre - As per item A.l .5 

Demonstration room- There shall be four demonstration rooms {90 5f y.mt.each) fitted with 
strip chairs, Over Head Projector, Slide Projector, Television, Video and other 
audiovisual aids, so as to accommodate at least 60-75 students. ^ 

(B) Museum-There shall be a museum {J50 Sq.mt.) for specimens, charts, models with a 
sitting capacity of at least 80-100 students. All the specimens shall be labelled and at 
least 10 copies of catalogues for student use be provided. In addition, there shall be an 
ante room. 

(C) Autopsy Block- There shall be an Autopsy room (approx. 500 sq.mt. area) with facilities 
for cold storage, for cadavers, ante-rooms, washing facilities, with an accommodation 
capacity of 70-75 students, waiting hall and office. The location of mortuary and autopsy 
block should be cither in the hospital or adjacent to the hospital in a separate structure 
and may be shared with the department of Forensic Medicine. 
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(D) Departmental library- 
There shall be a Departmental library-cum-seminar room (30 sq.m, area) with at least 80- 
100 books. However, not'more than two copies of anyone books shall be counted 
towards computation of the total number of books. 

(E) Research-There shall be one research Iaboratory(50 Sq.m, area) for research purposes. 

I ' . , t 

(F) Accommodation shall be provided for the staff as under: 

1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); • 

2. Associate Professor/Reader- 4 (Four rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers -5(Five rooms) (20 Sq.m.area each); 

4. Tutor/Demonstrators-8 (Two rooms 20 Sq.m.area each) 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 

(G) BLOOD BANK 

There shall be an airconditioned Blood Bank (100 Sq. mt. Area) and shall include- 

(a) Registration and Medical Examination Room and selection of donors room with 
suitable furniture and facilities. 

■(b) Blood collection room. 

(c) Room for Laboratory for Blood Group serology; 

(d) Room for Laboratory for Transmissible diseases like hepatitis, syphillis, Malaria, 
HIV antibodies etc; 

(e) Sterilisation and washing room; 

(f) Refreshment room; and 

(g) Store and Records room. 

\ 

The equipment and accessories etc.’shall be provided as prescribed in Part Xll-B in 
Schedule F to the Drugs and Cosmetics Rules, 1945 amended from time to time. 

(5) DEPARTMENT OF MICROBIOLOGY 

(A) Lecture Theatre - As per item A. 1.5. 

Demonstration room- There shall be four demonstration rooms { 90 .y r^.mt.each^ fitted with 
strip chairs. Over Head Projector, Slide Projector, Television, Video and other 
audiovisual aids, so as to accommodate at least 6Or75 students. 

(B) Museum- There shall be a museum (120 Sq. ml.) for specimens', charts, models, with a 
seating capacity of at least 75 A-tudents. All the specimens shall be labelled and at least 20 
copies of catalogues for students use be provided. 

(C) Departmental Library- 

There shall be a Departmental library-cum-seminar room (30Sq.m.area) with at least 80- 
100 books. However, not more than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(D) Research: There shall be one research laboratory (50 Sq.m, area) for research purposes. 
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(E) Accommodation shall be provided for the staff as under: 

1. Professor & Head of the Department- 1 (One room ) (18 Sq.m.area); 

2. Associate Professor/Reader- 3 (Three rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers >3 (Three rooms 20 Sq.m.area); 

4. Tutor/Demonstrators-6 (Two rooms 20 Sq.m.area); 

5. Department office cum Clerical room - one room (12 Sq.m.area); and 

6. Working accommodation for non-teaching staff (12sq.m. area) 

(6) DEPARTMENT OF PHARMACOLOGY 

(A) Lecture Theatre - As per iteni A. 1.5. 

(B) Demonstration room- There shall be four demonstration rooms (90 .y ^.mt.each) fitted 
with strip chairs, Over Head Projector, Slide Projector, Television, Video and other 
audiovisual aids, so as to accommodate at least 60- 75 students. 

(C) Practical laboratories-There shall be a Practical laboratory with accommodation for 125- 
150 students for the following, namely:- 

i) Experimental Pharmacology (300 Sq.m, area) with ante-room (14 Sq.m.area) for 
smoking and varnishing of kymograph papers. 

(D) Museum- There shall be a museum (175 Sq. mt.) for specimens, charts, models, with a 
separate section depicting "History of Medicine", with a seating capacity of at least 75 
students. All the specimens shall be labelled and at least 20 copies of catalogue for 
students use be provided. 

(E) Departmental Library- There shall be a Departmental library-cum-seminar room (30 
Sq.m.area) with at least 80-100 books. However, not more than two copies of anyone 
book shall be counted towards computation of the total number of books. 

(F) Research: There shall be one research laboratory (50 Sq.m.area) for research purposes. 

(G) Accommodation shall be provided for the staff as under: 

1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); 

2. Associate Professor/Reader- 3 (Three rooms) (15 Sq.m.area each); 

3. Asstt, Professor/Lecturers - 3 (Three rooms 20 Sq.m.area); 

4. Tutor/Demonstrators-5 (Two rooms 20 Sq.m.area); 

5^ Department office cum Clerical room - one room (12 Sq.m.area); and 
6. Working accorrimodation for non-teaching staff (12sq.m'. area) 

(7) DEPARTMENT OF FORENSIC MEDICINE INCLUDING TOXICOLOGY 

(A) . Lecture theatre - As per item A. 1.5. . 

(B) . Demonstration room - There shall four demonstration rooms (90 5 g.mt.each) fitted 

with strip chairs. Over Head Projector, Slide Projector, Television, Video and other 
audiovisual aids, so as to accommodate at least 60- 75 students. 
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(C) . There shall be a museum (225 Sq.m.area) to display medico-legal specimens charts, 

models, prototype fire arms, wax models, slides, poisons, photographs etc. with seating 
arrangements for 75 students. All the specimens shall be labelled and at least 20 copies 
of catalogues for student use be provided. 

(D) . There shall be a laboratory (275 Sq. m. area) for examination of specimens, tests and 

Forensic histopathology, Serology, anthropology and toxicology. 

(E) . Autopsy Block - there shall be an Autopsy room (approx.5t^0 sq. mt. area) with facilities 

for cold storage, for cadavers, anie-rooms,washing facilities, with an accommodation 
capacity of 75-100 students, waiting hall, office etc. The location of mortuary/autopsy 
block should be either in the hospital or adjacent to the hospital in a separate structure 
and may be shared with the department of Pathology. 

(F) . Department Library - 

There shall be Departmental library-cum-seminar room (30 Sq.m.area) with at 
least 80-100 books. However, not more than two copies of anyone book shall 
be counted towards computation of the total number of books. 

(G) . Research - There shall be one research laboratory (50 Sq.m.area) for research purposes. 

• (H). Accommodation shall be provided for the staff as under, namely:- 

1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); 

2. Associate Professor/Reader- 2'(Two rooms) (15 Sq.rn.area each); ' 

3. Asstt. Professor/Leeturers -3 (Three rooms) (20 Sq.rn.area each); 

4. Tutor/Demonstrators-5 (Two rooms 20 Sq.rn.area each); 

5. Department office cum Clerical room - one room (12 Sq.rn.area); and 

6. - Working accommodation for non-teaching staff (12sq.m. area) 

(8) DEPARTMENT OF COMMUNITY MEDICINE 

(A) . Lecture theatre-As per item A. 1.5. 

(B) . Demonstration .room- There shall be four demonstration rooms (PO 5 f?.mt.each) fitted 

with strip chairs, Over Head Projector, Slide Projector, Television, Video and other 
audiovisual aids, so as to accommodate at least 60- 75 students. 

(C) . Museum-There shall be a museum {175 Sq.m, area) for the display of models^ charts, 

specimens and other material concerning communicable diseases, Community Health, 
Family Welfare planning, Biostatics, Sociology, National Health Programmes, 

, Environmental Sanitation etc. 

(D) . Departmental Library- 

There shall be a Departmental library-cum-seminar rpom (30 Sq.rn.area) with at least 80- 
100 books. However, not more than two copies of anyone book shall be counted towards 
computation of the total number of books. 

(E) . , Research- There shall be one research laboratory (50 Sq.rn.area) for research purposes. 
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(F) . Accommodation shall be provided for the staff as under, namely:- 

1. Professor & Head of the Department- 1 (One room )(18 Sq.m.area); 

2. Associate Professor/Reader- 3 (Three rooms) (15 Sq.m.area each); 

3. Asstt. Professor/Lecturers -4 (Four rooms) (20 Sq.m.area each); 

4. Statistician cum Lecturer-One room (12 Sq.m.area); 

5. Epidemiologist cum Lecturer-One room (12 Sq.m.area); 

6. Tutor/Demonstrators-6 (Two rooms 20 Sq.m.area each); 

7. Department office cum Clerical room - one room (12 Sq.m.area); and 

8. Working accommodation for non-teaching staff (12sq.m. area) 

(G) . Primary Health Centre/Rural Health Training Centre 

Every medical college shall have three primary health centres/rural health training centres 
for training of students in community oriented primary health care and rural based health 
education for the rural community attached to it. Out of these one primary health centre 
shall be with a distance of 30 km. or within one hour of commuting distance from the 
medical college. Separate residential arrangements for boys and girls, interns and 
undergraduates with mess facilities shall also be provided in at least one of the primary 
health centres/rural health training centres which shall be under the full administrative 
jurisdiction of the medical college. Adequate transport shall be provided for carrying out 
field work, teaching and training activities by the department of Community Medicine 
and other departments (both for staff and students). 

(H) . Urban Health Training Centre- it shall be under the administrative control of Deptt. of 

Community Medicine. Adequate transport shall be provided for commuting the staff and 
students. 

B. TEACHING HOSPITAL 

B.l GENERAL REMARKS 

B.l.l A functional teaching hospital with 900 beds with at least 70% indoor bed occupancy 
should be available. There should be 80% bed occupancy at the time of inspection for 
Erst renewal and thereafter for subsequent renewals. 

Lifts for the patients and ramp for fire protective services and for handicapped persons 
shall be provided in the hospital at the time of letter of permission. An electric generator 
of not less than 700 KVA shalfbe provided. A play area including T.V., Music, Toys, 
Books, etc. shall be provided for Paediatric patients. All the teaching hospitals shall be 
under the academic, administrative and disciplinary control of the Dean/ 
Principal/Director who shall not be concurrently Head of Department but can be a 
component of teaching faculty in the concerned respective department. 

B.L2. Accommodation shall be provided for Dean (36 Sq.mt.) and Medical Superintendent (36 
Sq.mt.) and hospital offices for the supportive staff, Nursing Superintendent's room and 
office, waiting space for visitors along with computer and internet facility in each 
department. There shall also be accommodation for; 

(a) Enquiry office, , 

(b) Reception area {600 Sq.mt.) including facilities for public telephone, waiting space 
for patients and visitors, drinking water facility with nearby toiletTacilities. 


< 
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(c) Store rooms. 

(d) Centra! Medical Record Section {350 Sq.m.) 

(e) Linen Rooms. 

(f) Hospital and Staff Committee room {120 Sq.mt.) 

B.1.3. One Central lecture theatre of gallery type with a seating capacity of 300 persons and 
audio-visual aids shall be provided in the hospital in addition to those in medical 
college/institution. 

B.1.4. Central Registration and statistics department with computer facilities shall be provided. 

B.1.5. Intercom network along with paging and bleep system between various sections, 
hospitals and college shall be provided for better service, coordination and patient care. 

' B.1.6 Residential accommodation shall be provided in the hospital campus for interns, JL 
Residents and Senior Residents, etc. 

B.1.7 There shall be a minimum OPD attendance of 4 patients (old & new) per day per student 
intake of the subjects of Undergraduate curriculum at the time of Letter of Permission. 
This should be increased- in such a manner that at the end of fourth year it comes to 8 
patients (old & new) per day per student intake. 

B.1.8 Indoor beds occupancy-Average occupancy of indoor beds shall be a minimum of 80% 
per annum. 

B.1.9. Clinical Departments in the Hospital. 

Requirement of Beds and units: 

The number of beds required for 200 admissions annually is 1250. They may be 
distributed for the purposes of clinical teaching as under, namely: - 

^ (i) MEDICINE AND ALLIED SPECIALITIES:- 


No. of beds and units required 

Beds/units 

1 . 

General Medicine 

300/79 

2. 

Paediatrics 

150/5 

3. 

Tuberculosis and Respiratory Diseases 

50/2 

4. 

Dermatology, Venerealogy and Leprosy ' 

30/1 

5. - 

Psychiatry 

3on 


560/19 


There shall be well equipped and updated intensive Care Unit ( LC.U.), Intensive 
Coronary Care Unit (LC.C.U.) Intensive Care Paediatric beds and preferably 
Intensive care in Tuberculosis and Respiratory Disease. 

Wherever possible, the facilities available in larger tuberculosis.and chest diseases 
hospitals, infectious diseases hospitals and mental hospitals rhay be utilised for 
training in these specialties. However, if these hospitals are not under the total 
administrative control of the Medical College, the required beds, in these 
specialities shall have to be provided in the attached teaching hospital itself. 


Note: (!)• 
( 2 ) 
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(ii) SURGERY AND ALLIED SPECIALITIES: 

No. of beds and units required 


1.. General surgery 300/70 

2. Department of Orthopaedics ■ 150/5 

3. Department of Ophthalmology . 60/2 

4. Oto-Rhinolaryngology 30/7 

540/18 


Note; There shall be well-equipped and updated intensive Care Burn Unit and Surgical post 
operative critical care Unit. 

(iii) OBSETETRICS AND GYNAECOLOGY 

No. of beds and units required 


Obstetrics 80 

Gynaecology 60 

Postmortem 10 

150/5 

(iv) GRAND TOTAL 1250/42 


Note : (1) In case a super speciality is developed, it shall necessitate creation of e.xtra beds • 
along with additional staff over and above the minimum requirement stated 
herein above in accordance with the provisions of the Postgraduate Medical 
Education Regulations, 2000. 

(2) The teaching hospital may provide additional beds in any speciality depending 
upon their patients load. 

B.1.10 Dean, Medical Superintendent and each department shall have independent computer and 

printer facility. 

B.1.11 Each and every college /institute shall have its own website wherein the following details 

updated in the first week of every month shall be provided:- 

a. Details of Dean, Principal and Medical Supdt. including their name, qualification 
complete address with telephone and STD code, fax and E-mail etc. 

b. Teaching as well as non-teaching staff. 

c. Details of the sanctioned intake capacity of various courses UG as well as PGs 
by the MCI. 

d. List of students admitted merit-wise categcr>'-vvise (UG & PG) for the current ar/ 
previous year. 

e. Any research publications during the last one year. 

f. Details of any CME programmes, conferences and/or any academic activities 
conducted by the institution. 

g. Details of any awards and achievement received by the students or faculty. 


r413GI/lO—34 


r 
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Details of the affiliated university and its Vice-Chancellor and Registrars. 

Result of all the examinations of last one year. 

Detailed status of recognition of all the "courses. 

Details of clinical material in the hospital. 

Measures undertaken to curb the menace of ragging in terms of Prevention and 
Prohibition of Ragging in Medical Colleges/Institutions Regulations, 2009. 

B.2. CLINICAL DEPARTMENTS-INDOOR 

B.2.L The following accommodation shall be available with each ward, namely:. 

1. Accomniodation in a General Ward shall not exceed 30 patients and distance 
between the two beds shall not be less than 1.5m. 

2. Nurses Duty Room/Nursing Station. 

3. Ward should be constructed in such a way that the Nurse from her Nursing 
Station is able to have an overview of all the patients in the wards. 

4. Examination and Treatment room. 

5. Ward Pantry. 

6. Store room for linen and other equipment. 

7. Resident Doctors and students Duty Room. 

8. Clinical Demonstration Room. 

The following additional accommodation shall be provided for each of the departments. 

1. Offices for Heads of Departments and Heads of Units. 

2. Accommodation for other unit staff. 

3. Clinical demonstration rooms (at least one for each department). 

Note: The size and number of staff rooms shall be as per the guidelines in the pre and para 
clinical departments for the prescribed number of staff members in a department. 

B.2.3. OPERATION THEATRE UNIT: 

The Operation Theatre Unit shall have the following facilities; namely:- 

1. Waiting room for patients. 

2. * Pre-Anaesthetic/Preparation room - at least 4 beds. 

3. Operation theatre. 

4. Post-operative recovery room (minimum of 20 beds). 

5. Soiled Linen room. 

6. Instrument room. 

7. Sterilisation room. 

8. Nurses rooms. 

9. Surgeon’s and anaesthetist’s room (separate for male and female). 

10. Assistant’s room. 

11. Observation gallery for students. 

12. Store rooms . - 

13. Washing room for Surgeons and Assistants; and 


B.2.2. 


h. 

i. 

j- 

k. 

/. 
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14. Students washing up and dressing up room. 

Five such units may be provided for General Surgery, one' for ENT; one for 
Orthopaedics; one for Ophthalmology and two for Obstetrics and Gynaecology and one 
for septic cases”. 

Other surgical specialities shall have independent separate OT. 

Additional space need to be provided for various Endoscopy procedures. 

Minor Operation Theatre - one minor operation theatre in addition to above shall be 
provided for surgical departments in casualty/emergency unit and one such theatre in 
O.P.D. 

B.2.4 CENTRAL STERILISATION SERVICES: 

There shall be an independent Central Sterilization unit capable of taking the total 
working load of operation theatres, laboratories close to or in the operation theatre block 
itself. It shall have adequate equipment like bulk sterilizer with separate ends for loading 
unsettled material, unloading sterile, cold sterile, Ethylene oxide sterile, freon ethylene 
instruments and mattress sterilize, sterile racks, mixers, and trays for instruments. 

This department shall work round the clock and all materials, instruments, trays, and 
dressing material etc. shall be supplied round the clock. 

B.2.5 LAUNDRY 

The Central Mechanical laundry shall be provided with bulk washing machine, Hydro- 
Extractor, flat rolling machine. Laundering of hospital linen shall satisfy two basic 
,considerations, namely, cleanliness and disinfection. The hospital could be provided with 
necessary facilities for drying, pressing and storage of soiled and cleaned linens. The 
physical facilities for housing the laundry equipment shall be provided in the campus. 
However, services can be handed over the any agency but with overall supervision of 
Hospital Administrator. 

B.2.6. DEPARTMENT OF RADIO-DIAGNOSIS: 

(1) The staff of Radio-Diagnosis department shall be covered by Personal Monitoring 
System of BARC. / 

Accommodation shall be provided for the following namely: 

Xa) Room for 300mA, 500mA, 600mA. l.I.T.V. System, Fluroscopy System (36 
sq.m.). 

(b) Ultrasound Room (15 sq.m.) 

(c) Room for 60 mA Mobile X-ray system (15 sq.m) 
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(d) Accommodation for CT Scan system. There shall be three equipment rooms, 

(examination room, control room, control room and computer room). In addition, 
a service room for Electrical Panels, UPS and Servo Stablizer shall be provided. 
The total area requirement is 80 sq.m. ■ " 

(e) There shall be preferably a Magentic Resonance Imaging (MRI) system. The 
space requirement shall be according to the standard specifications. 

(0 Store room for X-Ray films related material (15 sq.m) 

(g) Museum (25 sq.m.) 

(h) Waiting room for patient, enquiry office and staff rooms for Professor & HOD, 
Assoc. Profs., Asstt. Profs., Residents, Tutor shall be provided as per requirement. 

(i) Accommodation for demonstration room shall be provided. 

(2) The room sizes for various Diagnostic Imaging Systems shall be as per the following 
provision of the Atomic Energy Regulatory Board Safety Code, namely: 

The room size of the room housing X-ray equipment must not be less than 25 Sq.m, 
for a general purpose X-Ray machine. In case of diagnostic X-Ray equipment 
operating at 125KV or above the control panel must be installed in separate control 
room located outside but contiguous to the X-Ray room. Rooms housing fluoroscopy 
equipment must be so designed that adequate darkness can be achieved conveniently 
when desired. Patient waiting areas, must be provided outside the X-ray room and a 
dark room must be provided. 

B 2.7 DEPARTMENT OF ANAESTHESIOLOGY 

Accommodation for the department of Anaesthesia shall be provided for staff on duty in 

operation theaters in that block itself as far as possible in addition to following 

accommodation; namely:- 

1. Offices for Heads of Departments and Heads of Units. 

2. Accommodation for the other unit staff 

3. Clinical demonstration rooms (at least one for each department); and 

4. Departmental Library-cum-Seminar room (30 Sq.m.) with a seating capacity of 50 
students. 


OPTIONAL DEPARTMENTS. 

B.2.8 DEPARTMENT OF RADIOTHERAPY; 

The department needs to be planned in such a way that there is a minimum movement of 
Radio-active sources through the general corridors of the Hospital. It is therefore 
desirable that the outpatient wing, treatment wing, dosimetry/planning equipments, 
wards, operation theatre and other facilities are located in the same block, may be on two 
floors. !i should be closely connected with the rest of the hospital to facilitate free 
interaction of the facilities of various disciplines for multidisciplinary management of the 
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patients. Separate rooms should be provided for Teletherapy Unit (100 Sqim.area), intra 
■ cavitory treatment room (50 sq. m.area) interstitial, endocavitory, surface mould therapy 
room (50 sq. m.area), planning room (50sq.m.area), rooms for metalling treatment 
planning equipments, mould room (50 sq.m.area), record room (lOOsq.m.area), medical 
physics laboratory (50sq.m.area) outpatient waiting room (200 sq.m.area), indoor beds (at 
least 30 beds and an isolation ward) (200 sq.m.area), day care ward for short 
chemotherapy/radiotherapy procedures etc. (70 sq.m.area). The minimum floor area shall 
be 2000-2500 sq.m. Prior BARC approval of the radiation therapy rooms/plan alongwith 
complete layout of the entire departrrient is mandatory. 

B.2.9 DEPARTMENT OF PHYSICAL MEDICINE AND REHABILITATION; 

Accommodation {2500 sq.meter) shall be provided for professor and other teaching staff, 
paramedical personnel and non-medical staff, evaluation room, physiotherapy, 
Electrotherapy, Hydrotherapy, Occupational Therapy, Speech therapy, separately, as far 
as possible. 

B. 3 CLINICAL DEPARTMENTS-OUT DOOR 

B 3.1 Accommodation shall be provided for:- 

1. Waiting/reception space rooms for patients and attendants, 

2. Enquiry and record room." 

3. Four examination rooms (cubicles) and case demonstration rooms to be provided 
for each department in the outdoor in self-contained blocks with their sub¬ 
sections. Each clinical unit in the out-patient department shall be provided with 

' examination cubicles. 

4. Dispensary. 

5. The following additional accommodation shall be provided in the departments 
specified below:- 

(a) In Surgery & its specialities: 

Dressing room for men and women patients respectively. 

Operation theatre for out patient surgery. 

(b) In Ophthalmic Section: 

Refraction rooms, dark rooms, dressing rooms etc. 

(c) In orthopaedics Section: 

(d) In ENT Section: 

Sound proof audiometry Room, ENG laboratory and speech therapy facilities. 

(e) In Paediatrics: 

Child Welfare including Immunization Clinic 
Child Guidance Clinic 

Child Rehabilitation Clinic including facilities for espeech therapy and 
occupational therapy. 
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(f) In obstetrics and Gynaecology: 

Antenatal Clinic, Family Welfare Clinic 
Sterility Clinic 

Cancer Detection Clinic. 

There shall be an additional students duty room (separately) for males and 
females) attached to the labour room. 

(g) In Dental Section: 

Accommodation for Dental Surgery and Prosthetic dentistry. 

B 3.2 Reception and Waiting Hall for Patients. 

B. 3.3. A seminar room for students. 

B. 4 central LABORATORIES: 

There shall be well-equipped and updated central laboratories preferably along with 
common collection entire for all investigations in histopathology, cytopathology, 
haematology, immunopathology, microbiology, biochemistry and other specialized work 
if any. 

B. 5 CENTRAL CASUALTY DEPARTMENT 

There shall be well equipped and updated intensive care unit (l.C.U) -5 beds, Intensive 
Coronary Care Unit (I.C.C.U.)-5 beds, Intensive Care Paediatric/Neonatal Unit -5 beds 
and preferably Intensive Care in Tuberculosis and Respiratory Diseases. The number of 
beds in casualty trauma unit shall be 30. ICU should be located near casualty. These shall 
be functional at the time of inception of the college. 

B. 6 CENTRAL HOSPITAL PHARMACY 

It shall have qualified pharmacist .incharge and other staff certified by statutory 
authorities to dispense the drugs. 

B. 7 CENTRAL KITCHEN 

The Central Kitchen shall be commodious, airy, sunny, clean with proper flooring with 
exhaust system. The cooking should be done either by electricity or by gas. It should be 
provided with proper and clean working platforms. A separate store area with proper 
storage facilities should also be provided. The services trolleys for food should be hot 
and closed stainless steel ones. 

B. S HOSPITAL WASTE MANAGEMENT 

Facilities for hospital waste management, commensurate with the State Regulatory 
Authorities etc. shall be provided. 

B.9 STAFF QUARTERS 

B. 9.1 There shall be sufficient number of quarters for covering 100 per cent of the total Sr. 
Residents and Jr. Residents as required. 
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B. 9.2 There shall be sufficient number of quarters for covering at least 20% each of the 
Nurses, teaching and non-teaching staff, 

B. 10 CENTRAL HOSPITAL STORES 

There shall be a central hospital stores for stocking & supply of drugs, equipments etc. 

B. 11 HOSTELS FOR STUDENTS 

The College/lnstitution should have at least provision for 75% of the total intake of 
students at a given time. Each hostel room shall not have more than three occupants. 
The size of such room shall not be less than 27 sq.mt. Each student shall be provided 
with an independent and separate furniture which shall include chair, table, bed and full 
size cupboard at the least. In case of single seated room it should be at least 9 sq. mt. 
Area. Each hostel shall have a visitor room, a study room with facilities for computer 
and internet and should be air-conditioned. There shall be a recreational facility room 
having T.V., Music, Indoor games etc. and messing facilities for the students. 

Schedule - II - STAFF REQUIREMENTS 

A. GENERAL REMARKS: 

1. Emphasis in medical education being on practical instruction and demonstration in small 
groups. The number of teachers must be as per provisions of this Schedule adequate to 
enable such instruction to be imparted effectively. 

2. The teaching staff of all departments of medical college, shall be full-time. 

3. These regulations cover the minimum requirements of under graduate medical education. 
Additional teaching and non-teaching staff shall also be required in OPD, Indoors, 
Operation theatres and Intensive Care areas where the work load involved in emergency 
patient care, clinical laboratory work/field work is heavy or is of a specialized nature. 

4. To ensure the exposure of undergraduate students to experienced teachers, it is essential 
to provide adequate number of higher posts (Professors/Readers) in every department of 
teaching. 

5. In department of anatomy, Physiology, Biochemistry, Pharmacology and Microbiology, 
non-medical teachers may be appointed to the extent of 30% of the total number of posts 
in the department. A non-medical approved medical M.Sc. qualification shall be a 
sufficient qualification for appointment as lecturer in the subject concerned but for 
promotion to higher teaching post a candidate must require Ph.D. degree qualification or 
equivalent qualification. However, in the department of Biochemistry, non-medical 
teachers may be appointed to the extent of 50% of the total number of posts in the 
department. In view of the paucity of teachers in non-clinical departments, relaxation 

' upto the Head of the department may be given to non-medical persons in case a suitable 
medical teacher in the particular non-clinical speciality is not available for the said 
appointment in said department. However, all such appointments will be made only with 
the prior approval of the Medical Council of India. However, a non-medical person 
cannot be appointed as Director/Principal/Dean/Medical Superintendent or equivalent of 
an institution in any case. In the department of Community medicine. Statistician cum 
Lecturer in Statistics should possess M. A ./M.Sc. qualification in that particular subject 
from a recognised university. These requirements are as per the Teacher Eligibility 
Qualification Regulations. 
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6, Teacher in higher specialities like Cardiology, Neurology, Neuro-Surgery shall not be 
counted against the complement of teachers required for under graduate medical 
education. 

DEPARTMENTWISE STAFF REQUIREMENTS-NON-CLfNIGAL 

(1) DEPARTMENT OF ANATOMY 

^ Staff Strength Required 


}. Professor 1 

2. Assoc. Prof. ■■ 3 

3. Asstt. Prof 4 

4 Tutors/Demonstrators 6 

5. Technician - I 

6. Dissection Hall Attendants ^ 4 

7. Store Keeper cum Clerk-cum Computer Operator 1 

8. Sweepers 2 


(2) DEPARTMENT OF PHYSIOLOGY 


1 Professor 1 

2 Assoc. Prof 3 

3 Asstt. Prof 4 

4 Tutors/Demonstrators 6 

5. Technician - 1 

6 Store Keeper cum clerk cum Computer operator 1 

7 Sweepers 2 


(3).DEPARTMENT OF BIOCHEMISTRY 


1 Professor ' 1 

2 Assoc. Prof 2 

3 Asstt. Prof. 3 

4 Tutors/Demonstrators 6 

5 Technical Asstt./Technician 2 

6. Store-Keeper cum clerk cum Computer operator 1 

7. Sweepers . 2 

8. Lab Attendant I 

(4) DEPARTMENT OF PATHOLOGY 

1 Professor I 

2 Assoc. Prof. 4 

3 Asstt. Prof. 5 

4 Tutors/Demonstrators 8 

5 Technical Asstt./Technician 4 
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6 Lab. Attendants 2 

1 Steno cum Computer Operator 1 

8 Store Keeper cum Record Keeper 1 

9. Sweepers 2 
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(5) DEPARTMENT OF MICROBIOLOGY 


1 Professor 1 

2 Assoc. Prof. 3 

3 Asstt. Prof. 3 

4 Tutors/Demonstrators 6 

5 Technical Asstt./Technician 7 

6 Lab. Attendants 2 

7 Store Keeper cum Record clerk I 

8 Steno cum Computer Operator I 

9 Sweepers 2 . 

(6) DEPARTMENT OF PHARMACOLOGY 

1 Professor 1 

2 Assoc. Prof 3 

3. Asstt. Prof 3 

4 Tutors/Demonstrators . 5 

5. Laboratory Attendants 2 

6. Store Keeper cum. clerk cum Computer operator I 

7. Sweepers 2 


(7) DEPARTMENT OF FORENSIC MEDICINE 


1 Professor I 

2 Assoc. Prof. 2 

3 Asstt. Prof. 3 

4 Tutors/Demonstrators 5 

5 Technical Asstt./Technician 2 

6 Laboratory Attendants 2 

7 Steno Typist 1 

8 Store Keeper cum clerk cum Computer Operator I 

9 ' Sweepers 4 


Note;- In case of postmortem work of more than- 500>> annually, iwo'' ad:^:fional 
Tutors/Demonstrators shall be provided. 

(8) DEPARTMENT OF COMMUNITY, MEDICINE . 

1 Professor I 

2 Assoc. Prof. 3 


1413GI/10—35 
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3 Asstt. Prof. , 4 

4. Epidemiologist-cum-Assistant Professor 1 

5 Statistician-cum-Assistant Professor ‘ 1 

6 Tutors/Demonstrators 6 

7 Medical Social Worker 1 

8 Technical Asstt./Technicians 1 

9 Stenographers 1 

10 Record keeper cum'clerk cum Computer Operator 1 

11 Store Keeper ‘ 1 

12 Sweeper 1 " 


Staff for Rural Training Health Centre (including field work and epidemiological 
studies.) " ‘ 


. 1 Medical Officer of Health-cum-lecturer/ 

Assistant Professor. 1 

2 Lady Medical Officer 1 

3 Medical Social Workers 2 

4 Public Health Nurse 1 

5 Health Inspector/Health Assistant (Male) 1 

6 . Health Educator 1 

7 Technical Asstt./Technician 1 

8 . Peon .1 

9 ' Van Driver . - ' ^ 

10 Store Keeper cum Record Clerk 1 

11. Sweepers 2 

URBAN training HEALTH CENTRE 

1. Medical officer of Health-cum-Lecturer/ 1 

Assistant Professor 

2. Lady Medical Officer 1 

3. Medical Social Workers 2 

4. Public Health Nurse ' 1 

5. Health Inspectors 2 

6. Health Educator 1 

7. Technical Assistant/Technicians -2 

8. Peon 1 

9. Van Driver 1 

10. Store Keeper 1 

11. Record Clerk 1 

12. Sweepers 2 


Note: The Urban and Rural Training Health Centres should be under the direct administrative 
control of the Dean/Principal of the college.” 
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C. DEPARTMENT WISE STAFF REQUIREMENTS-CLINICAL DEPARTMENTS 

; (l) GENERAL 

1. Each department shall have a Head of the Department of the rank of full time Professor 
who shall have overall control of the Department. 

2. The Staffing pattern of the departments shall be organised on the basis of units. 

3. A Unit shall have not more than 30 beds in its charge. However, in departments of 
Tuberculosis & Respiratory diseases, Dermatology, Veneralogy & Leprosy, Psychiatry, 
Ophthalmology & ENT one unit shall be of MCI sanctioned strength for that speciality 
even if the total number of beds is less than 30. 

4. The minimum staff complement of each unit shall consist of the following, namely:- 

(a) Professor/Reader 1 

(b) Lecturer. 1 

(c) Senior Resident/Tutor/Registrar I 

(d) Junior Residents 3 to 4 

5. A resident doctor shall primarily be defined as a registered doctor who stay and work in 
residence in the hospital of a medical college on whole time basis where he / she is 
employed under supervision of medical teacher’s and essentially shall be non practicing. 

6. Senior Resident shall be a registered doctor who either has. 

i) a recognized post graduate degree from a statutory university with 3 years experience 
of residency in the concerned speciality while pursuing degree course, or . 

ii) a recognized postgraduate diploma from a statutory university in the concerned 
specialty with 2 years experience of residency in the concerned specialty while 
pursuing diploma course and 1 year residency experience in the concerned specialty 
obtained after acquiring the PG diploma or, 

A graduate doctor with recognized MBBS degree and registered in IMR who has got 3 
(three) years experience as a resident doctor in the concerned speciality. 

In addition to the above staff, additional Sr. Residents and Junior Residents shall be 
provided according to the load in Bum Ward ICU, emergency, ICCU, Nursery, Labour 
Room and in other critical/intensive care unit/units for providing services round the 
clock. 


(2) DEPARTMENT OF GENERAL MEDICINE 

The Number of units, beds and staff for each department shall be as follows; 

(a) GENERAL MEDICINE^ 

No. of units/beds: 10/300 

Staff strength required 

1. Professor - 1 

2. Reader ■ ' 8 
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3. . Lecturer 9 

4. Tutor /Registrar/Sr. Resident* 10 

5. ' Junior Residents 20 

*With three years Resident experience. 

(b) TUBERCULOSIS & RESPIRATORY DISEASES 

No. of units/beds: • . 2/50 

Staff strength required 

1. Professor/ . 1 

2. Reader 1 

3. Lecturer ' 1 ' 

4. Tutor / Registrar/Sr. Resident* 2 

5. Junior Residents 4 

* With three years Resident experience. 

(c) DERMATOLOGY VENEREOLOGY & LEPROSY 

No. of units/beds: 1/30 

Staff strength required 

1. Professor/ 1 

' 2. (Reader 

3. Lecturer 1 

4. Tutor / Registrar/Sr. Resident* 1 

5. Junior Residents 2 

* With three years Resident experience. 

(d) PSYCHIATRY 

No. of units/beds: -1/30 

Staff strength required 

1. Professor/ 1 

2. Reader ^ 

3. Lecturer I 

4. Tutor / Registfar/Sr. Resident* 1 

5. Junior Residents 2 

. '* With three years Resident experience. 

The following ancillary staff shall be provided 
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Staff Strength required 

K E.C.G. Technician 1 

2. Technical Asstt./Technician 3 

3. ' Lab. Attendants 4 

4. Store Keeper 1 

5. Steno Typist 1 

6. Reeord clerks 2 

7. T.B. and Chest Diseases Health Visitors 2 

8. Psyehiatric Social Workers 2 


(3) DEPARTMENT OF PAEDIATRICS 


No. of units/beds: 5/150 

Staff strength required' 

1. Professor/ 1 

2. Reader 4 . 

. 3. Lecturer 5 

4. Tutor/Registar/Sr. Resident* 5 

5. Junior Residents 10 


The following ancillary staff shall be provided. 


1. Child Psychologist 1 ' 

2. Health Educator 1 

3. Technical Asstt./Technician ' 1 

4. Lab attendant ' 1 

5. Store Keeper 1 

6. Record clerks 1 

7. Social worker 1 


(4) DEPARTMENT OF GENERAL SURGERY 

No. of units/beds: 10/300 

Staff strength required 

1. Professor/ 1 

2. Reader 8 

3. Lecturer 9 

4. Tutor /Registar/Sr. Resident* 10 

5. Junior Residents 20 


* With three years Resident experience. 

The following ancillary staff shall be provided. 
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1. Technical Assistant/Technicians 3 

2. Laboratory Attendants 4 

3. Storekeeper \ 

4. Steno-Typist 1 

5., Record Clerks 2 


(5) DEPARTMENT OF ORTHOPAEDICS 


Np. of units/beds: .5/150 

Staff strength required 

1. Professor/. 1 

2. Reader ' 4 

3. . Lecturer 5 

4. Tutor / Registar/Sr. Resident* 5 

5. Junior Residents 10 . 


* with three years resident experience. 

The following ancillary staff shall be provided. 


1. Technical Assistant/Technicians 1 

2. , Laboratory Attendants 1 

3. Store keeper 1 

4. Steno-Typist 1 

5. Record Clerks 1 


(6) DEPARTMENT OF OTO-RHINO-LARYGOLOGY 


No. of units/beds: 1/30 

Staff strength required 

1. Professor , 1 

2. Reader - - ■ 

3. Lecturer ' ■ 1 

4. Tutor / Registar/Sr. Resident* 1 

5. Junior Residents f - 2 


* with three years resident experience. 

The following ancillary staff shall be provided. 


1. Technical Assistant/Technicians 1 

2. Laboratory Attendants 1 

3. Store keeper 1 

4. Steno-Typist 1 
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5. Record Clerks • I 

6. Audiometry Technician ■ ' 1 

7. Speech Therapist 1 


(7) DEPARTMENT OF OPHTHALMOLOGY 


No. of units/beds: 

2/60 

Staff strength required 

1. Professor 

1 

2. Reader 

1 . 

3. Lecturer 

2 

4. Tutor/Registar/Sr. Resident* 

2 

5. Junior Residents 

4 

* with three years resident experience. 


The following ancillary staff shall be provided. 


1. Technical Assistant/Technician 

1 

2. Lab Attendant 

1 

3. Stenotypist 

1 - ' 

4. Storekeeper 

1 

5. Record Clerk 

1 

6. Reffactionist 

1 

(8) DEPARTMENT OF OBSTETRICS AND GYNAECOLOGY 

No. of units/beds: 

5/150 

Staff strength required 

1. Professor/ 

1 

2. Reader 

4~ 

5. Lecturer 

5 

4. Tutor /Registar/Sr. Resident* 

5 

5. Junior Residents 

10 

The following ancillary staff shall be provided. 


1. Antenatal Medical officer-cum-lecturer/ 


Assistant Professor 

I 

2. Maternity and Child Welfare Officer-cum- 


lecturer/Assistant Pfofessor 

1 . 

3. Social Worker 

2 

4. Technical Asstt./Technicians 

2 
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5. 

6 . 

7. 

8 . 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 
9. 


Lab Attendants 
Stenographer 
Record Clerk 
. Store Keeper 


2 

1 

1 

1 


(9) DEPARTMENT OF RADIO-DIAGNOSIS 


Professor • 1 

Reader 4 

Lecturer 5 

'Tutors/Registrars 6 

Radiographic technicians 8 

Dark room assistant 4 

Stenographers 1 

Storekeeper 1 

Record clerk 1 


(10) DEPARTMENT OF RADIO-THERAPY (OPTIONAL) 


1. Professor 1 

2. Reader 1 

3. Lecturer . 2 

4. Tutors/Registrars ^ ' 3 

5. Physicist ^ , I 

6. Radiotherapy technicians 2 

(for every treatment unit) 

7. Dark room assistant I 

8. Stenographer 1 

9. Storekeeper 1 

10. Recordxlerk. 2 


(11) DEPARTMENT OF ANAESTHESIOLOGY 
Staff strength.required 


1. Professor 1 

2. Reader - . 5 

3. Lecturer , 6 

4. ' Tutors/Registrars/Senior Residents. 9 

The staff in the department shall consist of: 

L Technical Asstt. Technicians 8 

2. Stenotypist ' \ 
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3. Record clerk 1 

4. Storekeeper 1 

(12) DEPARTMENT OF PHYSICAL MEDICINE AND REHABILITATION (OPTIONAL^ 

Staff Strength required 


1. Professor/ 1 

2. Reader 1 

3. Lecturer 1 

4. Senior Residents 2 

5. House Surgeon/Junior Resident I 

The staff in the department shall consists of: 

1. Physiotherapists 2 

2. Occupational Therapists 2 

3. Speech Therapists 1 

4. Prosthetic and Orthotic Technicians 2 

5. Workshop Workers 6 

6. Clinical Psychologist 1 

- 7. Medico-social Worker ,1 

8. Public Health Nurse/Rehabilitation Nurse 1 

9. Vocational Counsellor 1 

10. Multi-rehabilitation Workers/(MRW)/ 

Technician/Therapist . 4 

11. Stenographer 1 

12. Record Clerk 1 

13. Storekeeper 1 

14. Class IV workers 4 


(13) DEPARTMENT OF DENTISTRY 
Staff Strength required 


1. Professor/ . 1 

2. Reader - 

3. Lecturer 1 

4. Tutor/Registrar 1 

5. Dental Technicians 4 

6. Store Keeper cum clerk 1 


Note: Where Dental College or Dental wings of medical Colleges exist, the services of teachers 
of these may be utilized in the instruction of medical students in Dentistry and no 
separate staff in the Medical College shall be necessary. 


1413 GI/10—36 
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D. STAFF REQUIREMENT FOR-ANCILLARY SERVICES 

I CENTRAL RECORD SECTION 
The staff of the section shall consist of 


1. Medical Record Officer 1 

2. Statistician 1 

3. Coding Clerks 4 

4. Record Clerks 6 

5. Daftaries 2 

6. Peons 2 

7. Stenotypist 1 


II CENTRAL ANIMAL HOUSE 


The staff shall consist of: 

1. Veterinary Officer 1 

2. Animal Attendants ' 2 

3. Technicians for animal operation room 1 

4. Sweepers 2 


III CENTRAL LIBRARY 

The staff in library shall consist of: 

1. Librarian with a degree in Library Science 1 


2. Deputy Librarian 1 

3. Documental ist 1 

,4. Cataloguer 1 

5. Library Assistants 4 

6. Daftaries 2 

7. ' Peons 2 


CENTRAL PHOTOGRAPHIC CUM AUDFOVISUAL UNIT 


1. Photographers 1 

2. Artist Modellers 1 each 

3. Dark Room Assistant 1 

4. Audiovisual Technician I 

5. Store Keeper cum Clerk 1 

6. Attendant 1 
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MEDICAL EDUCATION UNIT 

1. Officer In-charge 1 ' 

(Principal/Dean) 

2. Coordinator ^ I 

(Head of a deptt. nominated by Principal/Dean.) 

3. Faculty College faculty on part-time basis. 

Supportive Staff: 

1. Stenographer 1 

2. Computer Operator 1 

3. Technicians in Audio-visual aids, 

Photography and Artist 2 


1 . 

2 . 

3. 

4. 

5. 

6 . 


1 ./ 

2 .' 

3. 


1 . 

2 . 

3. 

4. 

5. 

6 . 


The 


1 . 

2 . 


CENTRAL STERLIZATION SERVICES DEPARTMENT 


Matron 1 

- Staff Nurse 4 

Technical Assistant 8 

Technician 8 

Ward Boys 8 

Sweeper 4 


LAUNDRY 


Supervisor 

Dhobi/Washemnan/Women 

Packer 


2 

12 

12 


BLOOKBANK 


Professor/Reader I 

Lecturer 1 

Technicians 6 

Laboratory Attendants 6 

Store Keepers 6 

Record Clerks 2 


CENTRAL CASUALTY SERVICES 

staff in the department shall consist of: 

Casualty Medical Officer ’ 4 

Operation Theatre staff to function on As required 

24 Hours round the clock basis 
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3. 

Stretcher bearers 

6 ' 


4. 

Receptionist-cum-clerks 

2 


5. 

Ward boys 

6 


6. 

Nursing and Para-medical staff 

6 


7. 

Clinical staff for casualty Beds. As required. 

CENTRAL WORKSHOP 


1. 

Superintendent - wuo shall be a 
qualified engineer 

1 


2. 

Senior Technicians 

4 (Mechanical, Electrical, 
Electronic, Refrigeration) 


3. 

Junior Technicians 

2 


4. 

Carpenter 

1 


. 5 ; 

Blacksmith 

1 


6. 

Attendants 

4 



OTHER HOSPITAL STAFF 

1. . NURSING STAFF: The nursing staff shall be provided as per the following 

recommendations of the Nursing Council: 

RECOMMENDED NORMS FOR HOSPITAL NURSING SERVICE 

(STAFF) (TEACHING HOSPITAL) 

Staffing: 1. Nursing Superintendent 1 (*for minimum of 150 beds) 

2. Deputy Nursing Superintendent 1 

3. Asstt. Nursing Superintendent 2 

(for every additional 50 beds one more Assistant Nursing Superintendent) 



Staff Nurse 

Sister 

Department Senior/ANS 

Medical Ward. 

1:3 

1:25 

Each Shift 1 For 3-4 wards 

Surgical Ward 

1:3 

1:25 

” -do- 

Orthopaedic ward 

1:3 

1:25 

’ ” -do- 

Paediatric ward 

1:3 

^ 1:25 

-do- 

Gynaecology ward 

1:3 

1:25 

” -do- 

Maternity ward 

1:3 

]‘:25 

” -do- 

(Including new borns) 



Intensive Care Unit 

1:1 (24Hrs.) 

1 each shift 

i Departmental Sister/. 

Coronary Care Unit 

1.1 (24H^fs.) 

1 each shift 

K ANS for 3-4 units 

Special wards Eyv, 1 

1 (24 hrs.) 

1 each shift ^ 

• 

ENT etc. 




Operation Theatre 

3 for 24 hrs. 

1 each shift 

1 Departmental sister/ANS for 4-5 




37 
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portable Operation Theatre 1 Depttl. Sister/ANS for 

emergency casualty etc. 

Casualty & 2-3 Staff Nurse 1 each shift 

Emergency Unit depending on the 
No. of beds 


Out patient Department-base on Actual observation. 


a) Minor Operation Theatre 

b) Injection Room 

c) Surgical 

d) Medical 

e) Gynae. 

f) Children (Paediatric) 

g) Orthopaedic 

h) Dental 

i) ENT 

j) Eye 

k) Skin 


1 Staff Nurse for every 13 Patients 
1 Staff Nurse for every 86 patients 
1 Staff Nurse for every 120 patients 
1 Staff Nurse for every 140 patients 
1 Staff Nurse for every 35 patients 
1 Staff Nurse for every 85 patients 
1 Staff Nurse for every 120 patients 
1 Staff Nurse for every 120 patients 
! Staff Nurse for every 120 patients 
1 Staff Nurse for every 86 patients 
1 Staff Nurse for every 100 patients 


Similarly other out patient Department need to be staffed based on actual observation. 


JUSTIFICATIONS: 


1. Needs may vary from hospital to hospital depending on the size of hospital and service 
rendered more staff than anticipated will be required. 

2. Special attention is needed for supervision of patient care on the evening and night shift. 
30% leave reserve is suggested because nurses get 2 off, 30 Earned Leave and 12Casual 
leave/24 days off in a year. Also it has been observed that on any working day 25% of 
the staff on casual leave etc. 

, A nurse works for 240 days in a year whereas hospital require nursing services for 365 
days, for 24 hours, which means to depth work for 1/3 nurse is required,that is why 30% 
leave reserve is needed. 

3. Dieticians: In order to prescribe diet on the scientific lines for different types of patients 
the services of qualified dietician are essential in all the teaching hospital. 

4. Pharmacists: As required for Hospital. 

5. Class III and IV personnel-as required for hospital. 







Note: These.recommendations are minimum requirements and will serve as a guide to the 
institutions with regard to the equipment required. They, are not meant to be an 
exhaustive list and the staff of the various departments will use their initiative and 
experience for equipping the departments. 


A. NON CLINICAL DEPARTMENTS 
1. DEPARTMENT OF ANATOMY 

(a) Furniture and Fixtures; Office tables small and big, office chairs, museum almirahs, 
study tables, staff room and library almirah, store almirahs, store racks, lockers with coat 
hangers and drawers as required. Laboratory benches with cup-boards and rack for reagent 
bottles and laboratory glasswares as required, water and gas and electric points operation 
tables etc., as necessary. 


NAME OF THE ARTICLE QUANTITY REQUIRED FOR 

250 (admissions) 


Table with marble for stainless steel tops 6’1” x 2’ x3'- 30 

Tables with marble or stainless steel, 

Half standard size. 7 

Drill machine > 

Hand saw 6 

Band saw for sectioning body and limbs 1 

Stools, preferably metal 150 

Brain knife 8^ 


Mortuary cooler with arrangement to keep 

at least 8 bodies or suitable alternative arrangement. ■ 1/2 


Storage tank to hold 10 cadavers, made of 

concrete with copper lid. ■ 3 ^ 

Plastic tanks for storing soft and dissected parts. TO . 

Trolly Table (Steel, Light). 3 

Projectors including overhead projectors . 2 + 2‘ 

X-ray Viewing lobby. . 6 

Charts, Diagrams, Models, Slides etc. As required 

Dissecting instruments As required 

Meat cutting machine for thin body sections 


(trans and vertical) for gross anatomy sectional study 1 
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NAME OF THE ARTICLE QUANTITY REQUIRED FOR 

^ 250 (admissions) 

(b)APPARATUS AND INSTRUMENTS FOR HISTOLOGY 


Microscopes, Monocular 150 

Dissection microscope 5 

Microtomes, rotary 2 

Microtomes, Sledge, large cutting I 

Cabinet for slides (1000) 6 

Incubators , I 

Paraffin embedding bath 1 

Hot plates for flattening sections 2 . 

Hot air coyer fro drying slides (45^C) 1 

Balance Analytical capacity 200 grms. 
and Sensitivity 1/10 mg. 1 

Balance Earanger capacity 6 kilos Sensitivity, 1/5 gram 2 
Refrigerators 2 

Distilled water still menesty type capacity gallon per hour 2 
Diamond pencils 4 

7 colour marking pencils 2 

Anatomy Museum ' 

Skeletons articulated 11 

ones (Dis-articulated) sets ' 40 

Specimen jars As required 

Racks steel As required 

Embalming machines for cadavers 2 


Computer for keeping student records, marks, stores etc, 


(1) PHYSIOLOGY DEPARTMENT 

^ ^ 

(a) Office table, small and big, office chairs, museum almirahs, study table, staff room and 
library almirahs, stock almirahs, store room racks, laboratory benches with cupboards and 
racks for reagent set up for experimental physiology including Sherrington Starling 
Kymograph (Preferably electrically driven) Myograph stand, inductorium, simple key 
short circulating key, pohf s commutator, vibrating interrupter, Muscle through, Muscle 
liver, Muscle grip of femur clamp, Hook and weight set, heart liver, frog board for 
dissection, enamel tray for above, frog board cork-lined with boss-head-36 sets + 6 
spares. 

Low voltage units, for tapping 2 and 4 volts for stimulation, at each seat-as required. 
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Note: 

1. Time makers can also be made available at each seat along with the low voltage unit; 

2. Electronic stimulators, students type can be used instead of low voltage units Nife 
cells. This will also dispense with the need for induction coil interrupter, Transistor 
ones are preferred. 


NAME OF THE ARTICLE QUANTITY REQUIRED FOR; 

250 (admissions) 


Electric time makers, 100/sec. 

14 

Tuning fork, time marker, 100/sec. 

12 

Electrodes, X-blocks, burrette clamps, 
enamel bowls brass uprights, with 
coarse and fine adjustments basin, 
spirit lamps,'cooper wire (double 
cotton covered) Kymograph paper etc. 

As required 

(b) MAMMALIAN EXPERIMENTS 


Large extension kymographs-Brodie- 
Starling complete with respiration 
pump, motor time marker manometer etc. 

As required 

Operation table 

3 

Volume recorders 

16 

Dale's bath for internal organ 

60 

Isolated Organs, Bath for students 

60 

complete with liver etc. 

Animal Weighing Machine, for 
small and big animals (for each) 

1 

Mary’s Tambour 

60 

Venus and arterial canula (different sizes) (each) 

60 

Smoking outfit, with fume cupboard 

1 

Varnishing outfit, for long-and short papers 

1 

Anaesthesia boxes. 

15 

Surgical instruments for operative 
procedures, syringes, pulleys, etc. 

As required 

(c) HUMAN AND OTHER EXPERIMENTS: 

' 

Microscopes, Oil immersion 

70+12 


-- - - t-N —t-t.—- 
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Demonstrations eye piece 6 

Double Demonstration eye piece 6 

Stage incubator 1 

Waster gen's Pipettes for E. S. R. 
on Stand (with space pipettes) 60 


NAME OF THE ARTICLE QUANTITY REQUIRED FOR 

250 (admissions) 


2S9 


Perimeter Priestly Smith S/LP.984 B &T 14 

Haemogiobirtofneter, Sahil or hellige (with spaces) 60 
Haemocytometers 60 

Sphygmomanometer 25 

Stethoscopes 30 

Stethoscopes, Demonstration with 
Multipleear pieces 8 

Polygraphs 8 

Venus Pressure apparatus 6 

Spirometer, Ordinary 14 

Gas analysis apparatus, Haldane *s 
students type 1 

Van Slyko’s apparatus manometric 2 

Gas analyzer - automatic for C(f, 1 

Douglas bag, complete 10 

Basal metabolism apparatus 1 

Erogograph Mosse's 14 

Clinical thermometer 50 

Compos 20 

Thermanaesthesiometer 15 

Algometer 15 

Apparatus for passive movement 15 

Knee hammer 25 

Stethograph 25 

Bicycle ergometer 10 

Olfactometer 4 

Opthalmoscope 6 

Schematic eye 8 

Phakoscope 4 

Perimeters, with charts 10 

Colour percetion lantern Edridge Green 3 

Maddox rod 3 

Newtons colour wheel 1 


Tuning forks to test hearing 32-10,000 cps (sets) 8 


1^413 01 / 10—37 
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Dynamometer 4 

Otorhinolaryngoscope 10 

Steriliser Electric 4 . 

Instrument trolley J 

Stop watches 14 . 

GENERAL 

Physiography 3 channels, complete with accessories 4 
Physiography single channel, with accessories 12 

Centrifuge, high speed with technometer etc, 1 

Calorimeter, photo-electric 7 

pH meter, electric 1 

Refrigerator, 9-10c ft. 1 

Oxygen Cylinder with trolley " 10 

Co2 cylinder with trolley 2 

Electronic stimulator 1 

Water distillation still, with spare heating elements l' 

All glass distillation apparatus double stage 1 

Voltage stabilizer 3 

Stepdown transformers - 1 

Thermometers, balances, microslides 

and glassware As required 


DEPARTMENT OF BIOCHEMISTRY 


Fume cupboards 2 

Boiling Water baths, with lids having 8-12 Holes 10 
Autoclave electric 4 

Balance open pan 10 

Balance semi micro , 4 

Balance micro 3 

Votex mixers 4 

Urinometers 70 

Constant temperature water bath ' 8 

Ryles tube -.8. 

Incubator electric with thermostat 8 

Hot air oven 8 

Magnetic stirrer ' 4 

Pump vaccum ^ 4^ 

Calorimeters * 10 

Refrigerators 6 

Flame Photometer 4 

Thermometers 0-25(fC 8 

Thermometers 0-110 ^C - 8 

Cork borer set 3 

Stop watch 8 
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Spirit lamp 

70 

Chromatographic chamber 

4 

Water distillation plant (metallic) 

6 

All glass distillation apparatus 

6 

Desicators large size 

10 

Desicators small size 

10 

Centrijuge clinical for 12 tubes 

10 

PH meters 

6 

Homogeniser 

6 

Microscopes 

10 

Ultra Violet (U. V.) lamp 

Tools for small workshop for glass 

1 

blowing and mending 

1 set 

Bottle dispensers 

25 

Samplers (autopipettes) different volume range 
Electrophoresis apparatus with power supply 

25 

for Paper PAGE AGAROSE 

10 

Spectrophotometer 

1 

Binocular research microscopes 

Glass ware as required by standard 

4 

lab. Like pipettes, beakers and conical flasks, etc. ’ 

DEPARTMENT OF PATHOLOGY 

As required. 


General 

Office table small and big, office chairs; museum almirahs; study table, staff room, and 
library almirahs, stock almirahs, store room racks, lockers with coat hangers and drawers 
as required. Laboratory benches with cupboards and rack for reagent bottles, water, gas 
and electric points, operation tables etc. as necessary. 

(b) Morbid Histolop? and Morbid Anatomy Sections 


Weighing machine for cadavers 1 

Rotary Microtomes 4 

Freezing Microtome with a stand for 
carbondioxide cylinder 1 

Hot plates 4 

Hot air (50 degree Celsus) for special staining 4 

@ Paraffin embedding bath (Ordinary) 4 

@ Electric vacuum embedding baths 4 

@ if Histo Kinette is not available. 

Autoclave electric 4 

Distilled water still 1 

Water bath 57 degree Celsius 1 

Rectangular water bath, 1 
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Centrifuge'machine electric Rotofix I 

Colorimeter Photoelectric Klett. 1 

Cabinet for 1000 slides As required 

Band saw 1 

Autop^ tables 4 

Automatic tissue processor, 

Histokinmettee or similar, complete, 1 

Staining racks for staining in bulk 25 

Troughs for staining in bulk . 25 

Coplin jars 35 

Water bath electric (Tissue Floatation "■ 4 

Balance, Chemical with weights , 4 

Balance, chemical with weights 
Microscopes, Monocular, with double 
nose piece. High power objective 


2 eye-pieces, mechanical stage and condensor 110 

Oil immersion lens for above 110 

Polarising attachments for microscopes 1 

Micrometers, ocular 1 

Demonstration eye pieces 10 

Magnifying lens 10 

Blood pressure instrument 6 

Micrometer stage 6 

Hot plat electric 4 

Laboratory Counter nine keys clay Adams 12 

Laboratory stirrer 1 

Automatic timer 4 

Balance for weighing organs 3 

Saws, wire for cutting bones 3 

Slide boxes for 100 slides for students 300 

Drill for boring glass 4 

Blow piece with'bellows for bending glass 4 

Microphotographic apparatus 3 

X-ray viewing box 4 

Double Demonstration Eye piece ' 8 

Microprojection apparatus 4 

Sternal puncture needle Adulet size 4 

Sternal puncture needle child size 4 

Liver Biopsy needle 4 

Box weight analytical 4 

Stop watch reading at 1/5 second. 10 

Ultraviolet lamp. 1 

pH Meter electric. 1 

Microscope, Binocular, research. 1 

Paper Electrophoresic apparatus vertical 1 

Paper electrophoresis apparatus, horizontal 1 
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Water still electric 

1 

2.x 2 slide Projector. 

6 ' 

Overhead projector 

3 

Museum jars. 

As required 

Drawing instruments and colours for photo artist 

} set 

Surgical instruments. 

1 set 

Dark room, lamp, developing troughs 

Chemicals etc. for photo artist 

1 set 

Glassware, stains, chemicals reagents 
etc. for Histological work. 



Clinical Laboratory: 

Microscope high power with oil 
immersion lens moveable stage 
and condensor for the routine 
microscope work. 

Bottles Sp. Gravity 25 cc 

Micro burretes 5 cc 

PH meter, with ultra micro blood PH 

electrodes and Electrical 

Contrifuge One higher power 

contrijuge for serological works, 

one for haematological work and one other 


Incubator 

I 

Haemacytometers with red and white pipettes 

150 

Haemoglobinometers, Sahili’type 

150 

Sedimentation apparatus-one wester green 
and one wintrobole 

2 sets 

Syringes disposable one set from 

10 cc to 2cc 30 of each 

As required 

Staining jars for slides 

12 

Urinometers 

9 

Albuminometers, esbachs & Aufrech 's type 

2 

Urine Glasset (Conical) 

12 

Water baths with lids and holes thereon for 
holding test tubes etc. 

3 

Centrifuge tubes graduated 

44 

Crusible with china ltd. 

2 

Crusible Gooch with adapter 

2. 

Graduated cylinders for various 
capaciies ranging from 100 cc to 1000 cc. 

6 of each. 

Pipettes of various sizes, graduated sets 

As required 


15 

2 . 

2 


3 
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As required 
As required 
^As required 
As required 
2 
2 

(5) DEPARTMENT OF MICROBIOLOGY 


Incubators, electrical (large) 9 

37 degree Celsius J 

Autoclave 3 

Hot air sterliser 5 

Serum inspissators ' 2 

Balance, Chemical 2 

Lovi bond^ comparators 1 

Flasks flat bottom 50 cc. ' . 14 

Microscope oil-immersion moveable 
stage Abbe, condenser etc. 120 

Refrigerators ' 4 

Micrometer eye pieces ■ . .2 

Micrometer stage 2 

Centrifuge, electrical high power 3 

Refrigerated centrifuge 1 

Distilled water plant , 2 

Distilled water plant all glass 1 

Oil immersion lens for students microscope. . 120 

Dropping bottles for stains (Plastic) 1250 

Staining troughs 140 

Anaerobic apparatus 8 

Electrophorosis complete set ~ 1 

B.O.D. incubator 2 

Laminer flow table 1 

Ultra Violet (U. V.) Lamps 1 

Venereal Diseases Research Laboratory 
(V.D.R.L.) shaker 2 

Computer unit 1 

Overhead Projector 1 

Water both (Serological) 37 degree Celsius 1 

Water bath (Serological) 56 degree Celsius 1 

Deepfreeze (-20 degree Celsius) 1 

Elisa Reader, dispensor and washer 1 

Binocular microscope 3 


Reagent bottles. 

Dropping bottles 
Dropping bottles 4 ounce 
Reagents 

Balances-(l) Sensitive balance 

(2) Chemical balance with weight boxes 
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Culture facilities 


Thermometers (Assorted) ^ 12 ' 

Glassware, such as pipettes burettes, 
beakers, conical flasks, petri dishes 

of different sizes, reagent bottles etc. As required 

Material for preparation of media As required 

Stains As required 

PH Determination apparatus 2 

Reagent bottles with stopper 2000 cc 12 

WOO cc 75 

500 cc 24 

250 cc 24 

100 cc 60 ^ 

50 cc 60 

Test tubers hard glass 150 mm x 18 mm 18 Gross 

100 mm X 12 mm 36 Gross 

75 mm x 12 mm . 36 Gross 


(6) PHARMACOLOGY DEPARTMENT. 

Office tables small and big, office chairs, museum almirahs, study tables, staff room and 
librai:y almirahs, stock almirahs, store room rack, lockers with coat hanger and drawers as 
required laboratory benches with coat hanger and drawers as required. Laboratory benches 
with cupboards and with racks for reagent bottles, water, gas and electric points, operation 
tables, as necessary. 


EXPERIMENTAL PHARMACOLOGY 

Starling’s long extension kymographs with time markers. 3 


The ideal Respiration Pump (500 cc. CAP.) 3 

Brodi’s operation tables 3 

Incubators 2 

Refrigerators 2 

Assembly perfusion apparatus for mammalian heart 4 

Standard power tables 3 

Assembly for mammalian classes 4 

Automatic electric recording drums 4 

Mechanical Stromhur 2 

Centrifuge. 2 

Colorimeters 3 

Canulas (different types) 48 

Cautery machine, electric Blendsone 1 

Varnishing Tray with foot lever 2 
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Four Unit isolated organ bath palmer-F. 67 

1 

Analgesiometer 

1 

Smoking Burners Palmer A-29} and A~265 

1 

Tracheal Canula Metal Palmer E. 76 

4 

Condons Drop Recorder - Palmer B-75 

1 

ProfJnchleys Drop Recorder-Palmer B. 78 

1 

Animal weighing: 


a) Machine for small animals like rats and gunea pig 

3 

b) Machine for big animals like dogs 

3 

Dissection instruments and injection syringes 

As required 

(The experimental physiology laboratory 


can be used if available for the students) 


* Kymograph (students) Electric independent unit 

250 

* Electric Motor ‘A with split pulleys 

.2 • 

* Shafting steel rod V 4 " diameter and 18 ” long 

8 

* Standard Shafting and fittings 

40 

* Pulleys 

30 

Muffs coupling for joining 2 pieces 
of the above mentioned shafting steel rods 

12 

* Not required in case of independent units. 

X-blocks 

Asr required 

Hook grip rods 

As required 

Plain stand 

250 

Apparatus for isolated^rabbit intestine etc. 

250 

Jacquets graphic chronometer 

5 

Frog Boards Palmer c. 120 

250 

Jackson's Enterograph 

5 

Hair Aesthesiometer-Palmer W.'290 

5 

Long Extension for paper palmer A-UO 

.2 

Animal Balance Tripple'Beam . 

2 

Manometers mercury'Palmer Cr200 

6 

Metronome PalmerBr5 

2 

Oncometer Kidney 

.2 

Oncometer Heart 

.2 

Copper Trays (10 ”x 8 "xl ”) 

.250 

Thermometer (upto 110 degree Celsius) 

.250 

Distillation apparatus 

10 

Microscopes ordinary 

4 

Working tables with racks each table 36' long 

75 

Chemical Balance-ordinary Apothecary's 

.2 

Chemical Balance-Sensitive 

:2 

Dissection instrument 

As'required 
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Plethysmograph assorted 4 

Pneumograph Palmer E I 

Piston Recorder Palmer C.51 1 

Tambours mareys Palmer C.5 & C. 11 4 

Tetanus Set Palmer H20 I 

Stop Watches Jacquets 12 

Oxygen Cylinders with Trolleys 20 cu.ft 10 

Carbon-di-oxide cylinder 2 

Operating lamps-Phillips 4 

Animal trolley with 12 cages 4 

Miscellaneous: 


Electrodes. Ordinary and non 
polarisable, insulated wires, 
time markers, electric signals, 

Mercury manometer, perfusion 
apparatus, myograph lever, small 

pulley’s upright stands and chemicals etc. As required 

(c) Pharmacy Laboratory: 


Dispensing Balance with metric system weights 70 

Pill Tiles 70 

Suppositofy moulds ' 70 

Procelain dishes 25 

Crucibles with tongs 25 

Pestle and Mortar 70 

Iron Spatula 70 

Measure glass all sizes 70 

Water bath, metal 25 


Miscellaneous: 


Chemicals, drugs, glass rods, funnels andfilter As required 



Stimulator Electronic Arthus Thomas 1 

Balance Semi micro Analytical Pan Mottler 1 

Electrocardiograph 1 

Spectophotometer Model Du-Backman 
(UV Visible range) I 

Skin and Rectal Thermometer Barun 1 

Antihistamine Chamber with manometer 1 

Flame photometer 1 
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Stop clock , 30 

Water bath 4 hole electrically heated 12 

Bell jars Assorted 8 

Petri dishes assorted 36 

Museum drugs specimen jars 30 

All glass distillation apparatus cap.2 litres 2 

Centrifuge Electric inter nation R.P.M. 3000 4 

Microscope students type, with mechanical 
stage and oil immersion 4 

Microscope lamps 4 

Magnetic stirrer B. T. L. 1 

Autoclave electric } 

Waring Blender M.S.E. 1 

Hot air oven size 14 "xl4 ”xl4 ” 1 

Incubator Electric Size 14 ”x 14 ”xl4" 1 

Vacuum & Pressure Pump Cerico 2 

Instruments Sterilliser Electric size 12”x 8”x6” 

B:P. Apparatus 20 

Distilled water still Manesty Electrical Cap. 

2 gallon per hour 2 

Stethescope 20 

Multimeter ' 1 

Temperature controlled water bath 37 ^C 1 

Razor Hone '2 

Electric Hot Plate 2 

Deionizer-two of capacity 20 litres.per 2 

hour and 6 litres per hour (mixed bed type) 
connected in series 


Physiographs with Transducers and other 
relevant accessories (may substitute kymographs) 100 

Vortex mixer 2 

Actophotometer " , / 

Rotarod Assembly / 

Electro-Convulsiometer 1 

Cook’s Pole Climbing Apparatus ' 1 

Metabolic Cagges (Dieuretic Study) 3-4 

Digital pH meter / 

Tablet Disintegration Machine Glass tubing (length of 6 ft.) 1 
Glass rods-assorted sizes of 6 ft. , 250 

Glass mortar & pestles 'i 40 each 

capacity of500 and 200 cc r 

Cork borer set of 12 / set 

Holder for platinum wireloop 240 

Lancet spring (disposable) 240 
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Lamp for microscope As required 

Magnifying glass with metal handle ‘ 120 

Metal mincing machine 1 

Postmortem instruments sets complete 2 set 

Suction pumps 1 

Filtering apparatus sietz filter and Millipore filter leach 
Dessicators 2 

Vacuum Desicators 1 

Apron plastic for postmortem 2 

Apron rubber for postmortem 2 

* Lyophilizer 1 

^Thermal Cycler 1 

*U. V. Transilluminator with photography ^ I 

* Colony counter 1 

* Cold room + 4 degree Celsius I 

* BACTEC system 1 

* Phase contrast Microscope 1 

’^Vortex mixer 1 

* Electronic Balance I 

* Microfuge 1 

* Ultra centrifuge 1 

* Flourescent Microscope 1 


* Desirable additional equipment in the department of Microbiology. 
(7) DEPARTMENT OF FORENSIC MEDICINE 


Weighing machine, dial type human- ' 2 

Equipment for reporting height 2 

Balance chemical I 

Balance, single pair for weighing foetus I 

Weighing machine for Weighing dead bodies 1 

Weighing machine for organs 2 

Folding metal scale to measure upto 7 ft. 1 

Steel tape roll 2 

Vqrnier calipers I 

Autopsy table 2 

Sty her autopsy saw, with accessories 3 

Hacksaw 4 

Dissection sets, consisting of cartilage knife 


bone cutting forceps scissors, straight and curved 
Enterotome Scaples, knives with spare blades, 
probe metal scale graduated in cms. Etc. 4 

Rib. Shears, right and left 4 

Viscerotome with attachment for illumination 
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(Battery operated) 1 

SLR camera with accessories I 

Microscope student type 40 

Microscope Binocular, research 6 

Stopwatch 2 

X’ray view box one in four 7 

View Box Two in one _ ' 6 

B.P, Apparatus 7 

Anthropometric set 1 

Automatic tissue processing machine I 

Microtome with knife 1 

Hot plates 1 

L. Modes 16 

Leather Strops 2 

Parafin Bath Embedding 1 

Slide Warming Table I 

Stone Cdrbarandon 2 

Water bath (Tissue Flowing) 1 

Distilation plant 1 ' 

Brain knife 8 

Black Holder 50 

Digital Spectrometer 1 

Digital PH meter 1 

Electric Auto slide projecter 1, 

. Glass cutting Pencil 1 

Hand Set heat Scaler . 1 

Spectroscope Lens with adjustable slit 2 

Refrigerator 1 

Cold Storage for 'keeping dead bodies As required 

Deep freezer for keeping tissues As required 

Video Camera, Television and 

Video Cassette' Recorder 1 each 

Instrument Cabinet, instrument, trolly, filing cabinet 

with folders, filing cabinets for almirahs etc. As required 


(8) DEPARTMENT OF COMMUNITY MEDICINE 


Comparator, Nessler 1 

Barometer, Fotin 1 

Extraction Apoparatus, fat, complete I 

Filter, Pasteur chamberland, complete set 1 

Filter, berke fed 1 

Hydrometres, Spirit 2 

Hydrometres, milk 3 

Hydrometers, wet and dry BULB 1 

Incubator, electric 1 
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As required 
As required 
3 . 

} 

1 
4 

4 
2 
I 
1 
1 
1 

60 

5 

I each 
I 

1 

2 

1 ' 

2 

.The Rural and health centers for training of undergraduate students shall be suitably equipped 
along with adequate transport. 

B. CLINICAL DEPARTMENTS 

The list of equipment for clinical departments both indoor and outdoor, may be prepared by 
the Heads of departments, who would keep in view the needs for:- 

(1) Special examination with diagnostic aids and investigations such as laboratory, X-ray, 
etc. 

V (2) Routine treatment, medical and surgical etc. 

(3) Special therapy such as physical, occupational, dietetic etc. 

The following equipments for various clinical departments are however the minimum required. 

(1) DEBAR TMENT OF MEDICINE 


B.P. Apparatus 60 

Ophthalmoscope 14 

Lumbar puncture needles (disposable) As required 

Haemocytometer 7 

Light Microscope 5 

Haemoglobinometer ■ ' 7 


Museum jars 

Models, charts, diagrams etc. 

Balance Analytical 200 gm 
Balance for weighing food stuff 
Capacity 2 Kg. 

Centrifuge clinical 
Weighing machine adult 
Salters Baby weighing machine 
Harpenders Callipers (for skinfold thickness) 
Height measuring stand 
Aqua guard 
Refrigerator 9 cu.ft. 

Ice Lined Refrigerator (LL.R.) 

Dissecting microscope 
Microscope oil immersion 
TF., V.C.R. 

Still for distilled water 
Autoclave 
Sterilizers, electric 
Computer 

Over Head Projector 
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Centrifuge Machine 5 

Urinometer 5 

Plural biopsy needs (disposable) As required 

Liver biopsy needs (disposable) As required 

Kidney Biopsy needs (disposable) As required 

X-ray viewing box 35 

Overhead projector 2 

Slide Projector . '2 

Upper Gl endoscope 5 

Golonoscope 5 

Sigmoidoscope 5 

Proctoscope 14 

Facilities for doing tests Jor malabsorption As required 

Ultra sound machine 1 

Fiberoptic bronchoscope 2 

Spirometer 4 

Bed side Cardiac monitors 24 

Central Cardiac monitor Console I 

Defibrillator 24 

Non-ihvasive B.P. Apparatus 24 

Pulse oxymeter ‘24 

Equipment for ardiac pacing 1 

Ambu bag 24 

Laryngoscope 24 

ECG Machine ' 24 

Echocradiography machine 2 

Tread Mill test machine " 1 

Haemodialysis machine 7 

Peritoneal dialysis catheters As required 

Areterial blood gas analyzer 2 

Na/K analyzer 2 

Equipment for measuring diffusion capacity / 

Microprocessor based spectrometer 2 

Gamma cameras I 

Glucometer 14 


Radiosotope scan laboratory 1 

Electro Encephalogram (EEG) machine 1 

EMC and nerve conduction velocity machine 1 

Fine needle aspiration needle As required 

Aspiration needle As required 

Torches . 60 

Patient examination table 50 


Rubber Hammer 50 , 

Reagents for doing Gram's and Ziehl Neilson staining As required 

Computer ( one for each medical unit) 10 

Radiopagers 60 
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Endotracheal tubes As required 

Emergency lights 14 

(2) DEPARTMENT OF PAEDIA TRIGS 

(A) Resuscitation equipments: 

Ambubag 
-infant 
-children 
Face mask 
Nasal prongs 
Nasal catheters 
Endotracheal tubes 
Suction apparatus 
Suction catheters 
Laryngoscope 

- Infant 

- Children 

(B) Oxygen Delivery System- 


Oxygen Cylinder } 

Oxygen regulator } 

Oxygen Humidifiers 1 

Oxygen headbox (of each size) 1 

Nebulisers 8 


(C) Drug Deliver Equipment/ Catheter/tube- 


4 

4 

4- 

As required 
As required 
As required 
I 

As required 


Iniro-venous (IV.) Drip set 
Measured volume 
Blood transfusion set 

Intra-venous (1. V.) Canula (Butterfly type) 
Intracath 

Umbilical vein Catheter 
Feeding tubes 

Three way andfour way valve 
Malecot ’s catheter 
Cut open canula 

(D) Measurement Equipments 

Weighing machine 


As required 

4 

4 

As required 
8 
8 

As required 

4 

8 

As required 


- Infant 
-Child 


} 

I 
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- Neonates 
Infaniometer 
Measuring tape 
Shakir's tape 


1 

1 

As required 
As required 


(E) Work lab and investigations 
Student Microscope 
Nuclear Chamber 
Hemoglobinometer 
Test tube 
Spirit lamp 

Stains for - Leishman’s staining 

- AFB staining 

‘Grams staining 

Dextrostix 

Multisix 

Uristix ' . 

Micro Erythrocite Sedimntation Rate (ESR) tubes 

Filter paper 

Bone marrow needle 

Lumber Puncture (L.P.) Needles 

Pleural aspiration needle 

Vim-Silveram 

Biopsy needle 

Mengneiz Needle 

True cut Renal 

Biopsy needle 

X-ray view box 


2 

4 

4 

As required 
4 

As required 

-do- 

-do- 

As required 

-do- 

-do- 

As required 

As required 

4 

4 

4 

4 


4 

4 

1 


F) Miscellaneous 


Radiant Warmer 
Infant incubator 
Phototherapy unit 
Ophthalmoscope 
Thermometer-Oral 
-Rectal 


1 

1 

I 

1 

As required 
As required 


B) DEPARTMENT OF TUBERCULOSIS AND CHEST DISEASES 


Peak flow meters 3 

Nebulizers 6 

Intercostals Drainage Facility 4 

Pleural Biopsy Needles 2 

Pulse Oximeter 2/1 

Fiberoptic Bronchoscope 2/1 




[ W^III—'0^:5 4 ]_ : 3T^TmiTtTT _ 

Rigid Bronchoscope I 

Pulmonary function Test machine with facility for 
spirometry, lung volume and diffusion capacity 1 

Arterial Blood Gas machine 1 

(4) DEPARTMENT OF DERMATOLOGY-VENEROLOGY AND LEPROSY 

Facilities for examining smears for bacteria, 

Fungi, mycobacteria and acantholytic cells 

(a) Light microscope with facility for dark ground illumination microscopy 

(b) Gram's stain 

(c) Zeihl-Neelsen’s stain 

(d) Giemsa stain 

Facilities for electrosurgery and chemosurgery 

(a) Electro-cautery machine 

(b) Trichloracetic acid 

5) DEPARTMENT OF PSYCHIA TRY 

Electro Convulsive Therapy 
(E.C.T.) machine preferably with ECG monitoring 
E.E.G. monitoring 
ECG machine 
EEG machine 
Lithium analyzer 
Biofeed-back instruments (sets) 

Thin layer chromatography 
(for drug dependence treatment) 

Alcohol breath analyzer 
Psychological Tests equipment 

a) Project tests 

b) Intelligence Tests 

c) Personality Tests 

d) Neuro psychological tests 

(6) DEPARTMENT OF SURGERY 
(i)aPD 

Blood Pressure Apparatus, Stethoscope, 
diagnostic kit, weighing machine, 

■ skinfold caliper, eight scale. 12 


5 
1 
1 
1 
I 
I 

I 

1 

6 
6 
6 
6 
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X-ray viewing box 4 in 1 12 

Proctoscope & Gabriel Syringe 12. 

Sigmoidoscope (Rigid) 6 

Flexible Endoscope, Upper Gl, 6 

Colonscope (one set in Main O.T.) 

Diagnostic Crystoscope . 1 

Ultrasound 1 

Urojlowmetry 1 : 

(ii) MINOR O.T. 

Operation Theatre Table 2 

Operation Theatre Ceiling light 2 

Pedestal lights 4 

Electro-surgical unit 1 

Suction 4 

Pulse oximeter (one for Endoscopy Room) 4 

Anaesthesia Equipment 1 set 

Resuscitation kit ' 1 

Assorted surgical instrument for 
minor operation sets 12 

Autoclave 1 

WARDS 

B.P. Apparatus, Stethoscope, diagnostic kit 
(4 sets in each ward) 48 sets 

Weighing machine, height scale, skinfold Caliper 
(2 each in each ward) 32 

Proctoscope (2 in each ward) 32 

Monitors for pulse rate. Heart Rate, 

E.C.G., Invasive andnon-invasivepressure 
(2 in each ward) 32 

Incubators/Transport incubators 4 

Neonatal Bassinet 4 

Ultrasound 1 

Arterial blood analyzer 1 

Oesophageql/Gastric pH & pressure recorder 1 

(Hi) OPERA TION THEA TRE 

Operating tables 10 

Operating Ceiling light 10 

Paedestal side light (for emergency use) 4 

Electrosurgical Unit 10 

General Sets (8 for each Operation Theatre) 64 

Burr hole set 2 


m. 
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Vascular set (J in each O.T.) 8 

Anaesthesia Equipment as per requirement of 
Anaesthesia department Diagnostic and 
operative laparoscope 2 

Crystoscope and Resectoscope 2 

Bronchoscope 1 

Flexible G.I. Endoscope 1 

Loser (May be shared with other departments) 1 

C-arm image intensifier 1 

Operating microscope-binocular with Video monitor 1 
Operative ultrasound I 

Stapling device Assorted 2 sets 

Endo-slapler ' 1 set 

Closed Circuit TV. 2 

(iv) MISCELLANEOUS 

Photocopier . I 

Computer with laser Printer I ■ 

Electronic Typewriters 2 

Slide-Projector 4 

Overhead projector 12 

Video Cassett Recorder/video Cassette Player 2 

(7) DEPARTMENT OF PAEDIA TRIC SURGERY 
Resuscitation equipment 

-Ambubags ’ 10 

-ET Tubes (all sizes 2.5-8) 14 sets 

-Guedell ’s airway (all sizes) 14 sets 

-Laryngoscope 8 

Suction Catheters assorted sizes 50 sets 

Suction machines ' 10 

Oxygen cylinders Oxygen 20 

B.P. Apparatus 20 

Slow suction machine 6 

Nebulizer 6 

Heater 6 

1. C. U. equipment incubator ^ ,6 sets 

Operation Theatre equipment 2 

Cystoscope-Paediatrics 4 

Rigid Bronchoscope (sets) 4 

'Oesophageal dilators (sets) 4 

Paediatrics Sigmoidoscope 4 
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(8^ DEPARTMENT OF ORTHOPAEDICS 


Basic instrumentation set for fracture. 16 sets 

Small Fragment and large fragment 6 

External Fixator 12 

C-Arm (Image Intensifier) 3 

Portable X-ray Machine 3 

Arthroscope 3 

Slide Projector 3 

Over-head projector 3 

Movie Camera for demonstration of live operations 1 
Plaster room equipment (sets) with plastic table. 4 
Physiotherapy and occupational therapy. 
equipment sets ' 1 

Operation room equipment (sets) 2 


(9^ DEPARTMENT OF OPHTHALMOLOGY 


Basic instrumentation set for fracture. 12 sets 

Small Fragment and large fragment 3 

External Fixator 6 

C-Arm (Image Intensifier) 2 

Portable X-ray Machine 1 

Arthoscope ‘ 1 

Slide Projector 2 

Over-head projector. 2 

Movie camera for demonstration of live operations. 1 
Plaster room equipment (sets) with plastic table. 2 
Physiotherapy and occupational therapy 
equipment sets 1 

Operation room equipment (sets) 2 


(10) DEPARTMENT OF ENT 

(i)OPD 
(per doctor) 


Nasal Speculum ‘ 4 

Tongue depressor .4 

Laryngeal mirrors 4 

Nasopharyngeal mirrors 4 

Aural speculum 4 

Ear Suction 2 

Nasal Suction 2 
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Suction apparatus 2 

Siegles speculum 2 

Tuning fork (512 Hz) 2 

Otoscope 2 

Bayonet forces ■ 2 

Bulls lamp ' ■ 2 

Head lamp 2 

ENT examination chair 2 

Jobson Horne probe 2 

Sterilizer 2 

BP apparatus 2 

Stethoscope 2 


(ii) MAJOR Operation Theatre. 


(a) Tonsillectomy and adenoidectomy set 

Biopod I 

Boyle-Davis mouth gag 1 

Tonsil holding forceps 1 

Tonsil dissector and pillar retractor 1 

Tonsil snare } 

Burkit artery forceps 1 

Negus artery forceps ' I 

Tonsil scissors 1 

Adenotome I 

Adenoid curette 1 

Yankauer oropharyngeal suction tip I 

(b) Set for nasal bone fracture Asch forceps 1 

Walsham forceps 1 

(c) Septoplasty set 

Bayonet forceps 1 

Killians nasal speculum } 

Freer elevator • 1 

Ballenger 's swivel knife } 

Takahashi forceps 1 

Fish tail gouge and mallet } 

(d) Caldwel luc set 

Nasal gouge 1 

Mallet . 1 

Ribbon Retractor - 2 

Cheek Retractor 2 

(e) Antrostomy set 

Antral ] 

Retrograde gouge 1 
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Antral rasp 

1 



,(f)*FESSset 




* Rigid nasal endoscope 0 

1 



* Light source 

1 



^Sickle knife 

1 



"^Retrograde punch 

1 



*Blakesley forceps - straight 

1 



- upturn 

I 



* Optional for MBBS. 




g) Direct laryngoscopy set 




Anterior commissure 

2 . 



Laryngoscope' 

2 



^ Negus laryngoscope 

2 



Lighting system for laryngoscopes 

2 



Biopsy forceps 

2 



Foreign body removal forceps 

2 



Laryngeal suctions 

2 



(h) Microlaryngoscopy set 

- 



*Kleinsasser ’s laryngoscope 

2 



*Fibroptic lighting system 

2 . ' - ■ 



"^Suspension system for Laryngoscope 

2 



*Microlaryngeal cup forceps 

2 



* Microlaryngeal Scissors 

2 



i) ^Tympanoplasty set ' 




*Aural speculum 

4 



*Drum curette 

2 



*Drum elevator 

1 


- 

*Microsuction 

2 



*Graft knife 

1 

■ ^ 


*Graft press 

1 

- 


(j) * Mastoidectomy set 




* Mallet 

2 



*Gouge 

4 



*Endaural retractor/post aural retractor 

2 



*Electric drill (motor, handpiece and burrs) 

2 



*Mastoid seeker 

2 ■ ■ . 



*Aditus seeker 

2 



* Malleus head nipper 

2 



(k) *Stapedctomy set 




* Pick-straight 

2 
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Angled 2 

^Perforator 2 

"^Measuring rod 2 

^Prosthesis crimper 2 

(l) *Oesophagoscopy set 

Oesophagoscopes 3 

Lighting 2 

Biopsy forceps 2 

Foreign body removal forceps 2 

Suction 1 

Oesophageal dilators I set 

(m) * Bronchoscopy set 

* Bronchoscopes 3 

^Lighting system I 

* Biopsy forceps I 

* Foreign body removal forceps J 

*Suction I 

* Optional for MBBS 


(n) Tracheostomy set 


Needle holder 1 

Bard Parker knife handle 1 

Ribbon right angled retractors 2 

Curved arteries 4 

Straight arteries 1 l 

Cricoid hook 1 

Tracheal dilator I 


(Hi) MINOR Operation Theatre 


(a) Antral wash set 

Trocar ' 2 ■ 

Canula . 2 . 

Higginsons syringe 2 

(b) Direct laryngoscope set 

Laryngoscope - Anterior I 

Commissure 

Negus I 

Lighting system 1 

Biopsy forceps 1 

Foreign body removal forceps I 

Sterilizer As required 




312 


TME GAZETTE OF INDIA; EXTRAORDINARY 


[Part 111— Sec, 4) 


Aural Syringe 

As required 

Tracheostomy set 

As required 

Intubation set 

As required 

Cricothyrotomy set 

As required 

Quinsy forceps 

As required 

Aural Snare 

As required 

Aural cup forceps 

As required 

(iv) AWARDS 

*'Semi intensive care unit (4 beds) 

As required 

* Central suction 

As required 

* Oxygen 

As required 

* Humidifier 

As required 

* Optional for MBPS 

As required 


fV) MJSCELUNEOVS EQUIPMENTS 


Operating microscope for major Operation Theatre. 1 
For minor Operation Theatre 1 

Puretone audiometer As required 

Impedance audiometer . As required 

SPECIAL EQUIPMENT 

f 

(a) * Temporal bone lab Microscope 

(b) * Drill I 

Mastoid set I 

'^Optional for MBPS 


Ivi) ANY OTHER ADDITIONAL EQUIPMENT WHICH ARE DESIRABLE 


Flexible nasopharyngolaryngoscope 1 

Electronystagmograph I 

Brainstem evoked response audiometer 1 

Goggles, plastic apron, gloves for examination 
of patients with biohazard (HIVand Aupositive) I set 


(10) DEPARTMENT OF OBSTETRICS AND GYNAECOLOGY 


(i) General 
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Speculums and retractors 125 

EA + ECC sets 50 

PCTforceps 25 

Ayers spatula 75 

Cytology bottle 75 

Microscope 5 

MR Syringes 25 

Coloposcope 5 

Cryo/electro cautery apparatus 5 

Simple fetal Droppler 5 

NST machine 10 

Stitch removal sets 25 

Dressing sets 25 > 

Ultrasound machine 5 

Proctoscope 15 

Weighing machine 5 

Height scale 5 

Fiew box 5 

(Blood Pressure apparatus, measuring tapes, 
gloves, syringes, needles, torch) 

Resuscitation tray 4 

(Laryngoscope, ,ET tube, ambu 

bag, suction catheter, essential drugs). 

Suction machine 4 

Hysterosalphigogram Canula 35 


(ii) main Operation Theatre 

Abdominal Hysterectomy set (Alteries, scissors, Scalpel, Allis's kelly's clamp, badcockforceps, 
thumb forceps, Harington & Richardson retractors.) 

Vaginal Hysterectomy set . .15 


(Scalpel, scissors, metal catheter, Sim’s, Speculum volsellum, Kelly’s clamps, right angle 
retractor, arteries, Allis, uterine sound, bladder sound). 


Tuboplasty set 10 

Myomectomy instruments 

(Myoma screw, Boney's clamp) 5 

Diagnostic laparoscopy set 10 

Operating laparoscopy set 10 

Hystroscopy set 5 

Electronic Carbondioxide insuffator/ 10 

Insuffator basic unit 

Resctoscope 5 


im 
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Hyseromat 5 

Operatin microscope/Loupe 4 

Electrocautery 5 

iii)SPECUL EQUIPMENT 

Contact micro hystroscope 2 

Co2 & Nd Tag laser 7 

(iv)LABOUR ROOM 

Delivery sets / 50 

B.P. Apparatus 15 

Weighing machine 4 

Fetal Doppler .5 

Cardiotocogram machine 1 

Portable ultrasound 4 

High suction machine 5 

Resuscitation tray 5 

v)SPFXIAL EQUIPMENT ' 

Oxytocin infusion pumps 15 

Multichannel monitors 10 

Intrauterine Pressure monitoring system 10 


*Fetal scalp electrodes Facilities for fetal scalp pH 8 


(vi)TEACHING SET 

Doll and Dummy 5 

Female Pelvis 5 

Gross specimens 

X-ray/US films 5 

View box 

VCR 3 

Overhead Projector 3 

Slide Projector ' 4 

Set of instruments/forceps etc. 


(vin Miscellancous. 


Camera with 200 m lens Endocamera/Television ,TTL flash light, Carbondioxide Monitor, 
Calculator Channelizer, *Disposables, to be issued on monthly basis. 


(viii)MJNOR Operation Theatre. 
Cervical biopsy set 
MTP set 
D&C set 

Hydrotubation set 
lUCD insertion/removal set 
High suction machine 


14 

25 

'25 

10 

30 

6 
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Resuscitation tray I 

E.ll set 10 

((X T lights, OT tables) 

ix)MATBRNITYO.T. 

Set for LSCS 16 

D&Cset 25 

MTP set 25 

High suction machine 4 

Cervical exploration set 10 

Uterine packing forceps 10, 

Abdominal hysterectomy set / , ^ 5 

Diagnostic laparoscopy set 8 

Laprocator for tubal ligation 10 

Postputum ligation 10 

Outlet forceps 15 

Low mid cavity forceps/kjiellandforceps 8 

Vacuum Extractor and suction machine 10 

Resuscitation tray 5 

Decapitation hook 5 

Cranioclast with cephalotribe 5 

Oldham Perforator 4 

Infusion Pump ' 6 

EB set 6 


Operation Theatre table, Operation Theatre lights. Central Oxygen and 
(x) SPECIAL EQUIPMENT: 

Multichannel monitor with ECG, BP, HR, 3 sets 

Pulse oxymetry for high risk pregnant patients 
(eclampsia, heart diseases etc.) 


(xi) WARDS 

Blood Pressure Apparatus 14 

Weighing machine i 

Height scale 1 

Speculum and retractors 140 

Glucometer^ 3 

Microscope ^ 3 

Suture remqval'sets 25 

Dressing sets 26 

Ultrasound ^ 

Cutdown sets 5 

Blood gas analyzer I 

CTG machine 2 


1413GI/10—41 
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Suction machine , 8 

Resuscitation tray - ' ' 8 

View box 5 


(xii) SPECIAL EQUIPMENT 


Ultrasound machine with 
Doppler/Vaginal probe/facilities for 
Interventional procedure 
Multichannel Monitor 
Fetal Monitor for 
Antepartum Surveillance 
Computer for data entry 

(Gloves, Syringes, needles, torch, measuring tape etc.) 


4 

4 
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(xiii) Laboratory equipment for following investigations: 

'H-gram 

Urine examination 
Semen analyses 

Renal Function Test (RFT), Liver Function Test (LFT), including Serum Blutamase Test (SBT), 
Electrolytes, Blood sugar " , 

Culture facilities 

24 hr. urine alb. Creatinine 

VDRL, TORCH 

HIV ' ■ 

Serum, BHCG, estriol, MSAFP 

Semen wash ' . ' 

FSH, LH PROCLACTIN, T3, T4, 

TSH, Testosterone, DHEAS 

Chlamydia and other reproductive tract infection testing. 

GENETIC LAB.-Cytology, Chromosome study, PCR for various abnormalities. Facilities for 
biochemical tests and enzyme studies for prenatal diagnosis. 

Blood gas analyzer 
Thalassemia study. 

ABO and Rh typing. 

PCR for tuberculosis.. 

Viral markers for Hepatitic studies. 

Coagulation profile, fibrinogen degradation products, 

' Blood bank facilities. 

Cryopresservation. 

Assisted reproductive techniques. 


(11) DEPARTMENT OF ANAESTHESIOLOGY 








~ ,nK: 


1 WH*rri}*T 
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OPD-Anaesthesia Clinic 

1 
1 
I 


Resucitation equipments (CPR) 


a) Adult Dummy * 1 

b) Paediatric dummy 1 

c) Artifical breathing 1 

Bag with face Masks. 

d) Defibrillator 1 

Suction machine 

-Electrical 5 

-Manual 5 

Oxygen therapy unit .16 

Pulse oximeter 2 

E.C.G. Monitor 2 

E.T.Co2 Monitor 1 

Simple anaesthesia machine with resuscitatiofi 
equipments and accessories 1 

Mechanical Ventilator 2 


Blood Pressure Instrument (Non-invasive) 
Weighing machine 
Height scale 
Ward (Recovery) 


(\ 2 ) DEPARTMENT OF RADIO-DIAGNOSIS 


Conventional X-ray Unit for routine X-ray and IVV. 
Mobile X-ray units- 

a) 30 MA 

b) 60MA 
Fluroscopic unit 


6 

3 

3 

2 


Both conventional and image intensifying unit 
for; gastro-enterology & gynae work etc; 2 


Ultrasonography equipment 2+1 additional unit independently 

for Obstetrics and Gynaecology. 

1 


CT 

Mammography (preferably) 
MRI (preferably) 
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OPTIONAL DEPARTMENTS 

(13^ RADIO-THERAPY ^ 


Examination Table 4 

ENT examination set up 2 

Gynae./pelvic examination tables 2 

Treatment planning and mould room including 

i) Computerised treatment planning system 2 

ii) Simulator 1 

iii) Immobilization cast making system 2 

Brachytherapy setup 

i) Manual afterloading intercavitory system (sets) 2 

ii) Manual afterloading 1 

Interstitial/surface mould system (sets) 

Teletherapy set-up 

Isocentrically mounted 2 

Rotational telecobalt 


Unit minimum 80 cm SSD 

Radiation Protection and Dosimetry set-up 

i) Secondary standard dosimeter 
with ionization chamber 2 

il)Survey meter 2 - 

iii) Area/Zone monitors 4 

^(byBARC) 

^ As per the number of staff members in the 

department 

Radiotherapy department 

i) Dual Photon energy linear accelerator with 


electrons and muitileafcollimcter I 

ii) Remote controlled inlracavitory system. I 

iii) Remote controlled interstitial system 1 

iv) CT-Sim 3D treatment 1 

planning system 

v) Isodose plottc (Automatic) I 

vi) Customised shielding I 

Block making system 
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' vii) Customised compensator making system 1 

viii) Computerised Dosimetry system- 1 

ix) Thermoluminiscent dosimetry system 1 

x) Intra operative Radiotherapy and stereotactic radio¬ 
therapy set up alongwith linear accelerator (multi leaf) 1 


N.B. Normally one teletherapy unit should be provided for every 1000 new cancer cases. All 
radiation therapy equipments (tele/Brachy) should be BARC type approved with BARC 
Sanctioned layout/installation plan. 


(14) PHYSICAL MEDICINE and REHABILITATION 

1. Rehabilitation Diagnosis and treatment equipments including exercise set-ups. 

2. Remedial and recreational set up. 

3. Electrotherapy equipments. 

4. Prosthetic-Orthotic Workshop equipments. 

C. OTHER DEPARTMENTS 
1) MEDICAL EDUCATION UNIT 


Overhead Projectors 2 

Slide Projector 2 

Computer with printer: 1 

Electronic Typewriter: 1 

Video Camera: ' I 

Video.Cassette Recorder: -1 

Television 1 

Blackboard' 2 

Zerox Copier 1 

Books and Journals As required 


(2) DEPARTMENT OF AUDIO VISUAL AIDS 
ARTIST SECTION 


Drawing Board size 42”x27” I 

Drawing Board size 22” x 30” 1 

Instrument Box steadier 1 

Plastic Transparent Set, square 10” 1 pair 

Plastic Scale transparent 18: 1 

Parallel ruler 18” . I 

ProportionakCornpass. 1 

Bowpen “Stanley” one for fine and one for thick line 2 
“T” scale 24” wooden 1 

“T” scale 48” wooden 1 
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Frenat curves Plastic 1 set of 12 1 set 

Protractor Plastic Semi round 6” dia. 1 

Kent paper size 22”x30”- 12 

Scolor drawing paper 22”x30” .12 

Drawing paper Norway 72 lbs. 12 

Water colour tubes “Winsor and Newton” 24 

Postercolours in different shades. 13 

Reeves Indian Black ink. 12 

Water colour box “peliken” Sable Hari brushes 16 1 
Series No. 00 to 6 and 10 8 


Speed ball nibs style A.B.C. &D. 1 set 

CrequilNibs 12, 

Drawing Nibs 303 and 304 12 

Clip holders. 6 

Computer facilities As required 


H MODELLING SECTIONS AND PHOTOGRAPHY 


Modeling.Instrument box. 

Saw for wood work. 

Ben saw iron. 

Jamboor 

Plier 

Plier Goldsmith. 

Scissors ordinary ' 

Scissors Goldsmith 
Hammer 
Mortar Iron. 

Buck et Iron. 

Chisel. 

Tagari Iron . 

E.l. Bowls. 

Drill machine 
Modelling clay 
Chalk clay. 

Multani clay. 

Yellow clay. 

Soft stone powder. 

Plaster of pans 
Old raddy 
Gum. 

Stand paper 
Plasticine. 

Wires G.I. copper and wire netting. 
Synthetic Enamel colours 1/16 gallon 


1 

1 

1 


4 

1 

As required 
As required 
As required 
As required 
As required 
As required 
As required 
As required 
As required 
As required 
As required 
As required 



I 
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^ Oil colour brushes. As required 

Soap and coconut oil As required 

Epidiascope B & L or alatis. ' 4 

Radiant Screen size, 72” x 72” 2 

16 mm. Film projector bell and Howell 1 

Camera RoHieflex automatic. 

Camera 35 mm. Contax 4/D with copying attachment 1 
Microscopic attachment of Contax. 1 

Micro Projectr Zeiss or B&L. ' 1 

Enlarger Omega D 2. 1 

Dark room and developing equipment 1 set. 

35 mm. Slide projector 

iewlex. 2 


4) WORKSHOP AND ELECTRIC SECTION 


Lathe machine 6” center height 10” automatic 
gear change box (heavy duty with gapped. 1 

Lathe machine small 3” center height 8” 
automatic gear change box. German,make, 1 

Milling machine type with dividing head attachment 1 
Stand Drill Machine electric 1 

Shaping machine Bench model 1 

Spraying painting composer max, pressure 
140 lbs. & continuous pressure must be 30 lbs. 
Complete with spray gun and pressure rubber tube 


Electric welding machine max. amperage 200 amp. 


With accessories electrode, holder, shade and 
earthing slip and extension wire. 1 

Aceytlene welding with oxpacelylene bottle and 
complete set of torch 1 

AVO’s multimeter English make 1 

Electric Soldering Henleys 250 watts, 60 watts, 
with two nose-one fine and one abroad 
Electric blower 1 

Frequency generator I 

Ampere meter .1 

Battery charger ,1 

Electroplating unit outfit 1 

Carpenters section instrument and appliances 
including electric saw and sander ' 1 set 

Glass blowing appliances 1 



]. All kinds of endoscopes shall be fibreoptic preferably with a videoscope. 

2. For effective teaching and training facilities close circuit TVs (CCTVs) shall be provided in 
the^ departments of Microbiology, Pathology, and Surgery and other allied specialities 
including Gynaecology. 

3, In order to make teaching hospital more effective, it is necessary that a periodical upgrading 
of the instruments in various departments and sections should be undertaken'for which 
required financial support shall be rendered. 
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